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Kitchen work is easier when there ore 


no sharp shadows. 
ai 


A teature of е contemporary home- 


In the modern home the rooms һауе “built-ins” — buffets and bars in the 
living rooms — ovens and refrigerators in kitchens — vanities and dressers 
in baths and bedrooms, etc. . . . Built-in Kirlin Lighting Fixtures also 
have become a feature of the “well-done” or architect-designed room 
because the light is softly diffused by a mirror-brite reflector through 
patented prism lens, and shows furniture, fabrics and features at their 
best. . . . Most rooms require "over-all" lighting sometimes and, some 
rooms, kitchens and baths, for example, demand it at all times. 


ht for dining, of course, but 
over-all lighting is best when cleaning. 


You have many good reasons for specifying Kirlin built-in fixtures, but 
consider only these two (one practical — one financial); (1) Nothing 


dangles from ceiling to interfere with decor or that requires dusting; 

D \ | - - (2) Installed cost is less! 
OTHER REASONS FOR SPECIFYING KIRLIN 

© GlasSurfaced aluminum reflectors € Easily installed between joists 

€ Spread-type lens, stays clean € In stock at leading electrical stores 

© Stainless steel hinged doors € Retail — from $14.00 

€ For fluorescent or incandescent lamps ® Underwriters Laboratory and I.B.E.W, 

© Available in many types and all sizes labels 


LARGEST SELLING RECESSED LINE—MILLIONS IN USE EVERYWHER 


The KIRLIN CO. гон дү 


No dangling fixtures interfere 
with recreation room activities. 


Built-in porch lights are Women prefer overhead light— 
weather-protected well diffused— for vanities. 


under overhead lighting. Ё 
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It’s the Law by Bernard Tomson 


P/A Office Practice article discuss- 
ing litigation arising from Zoning 
Legislation by municipalities. 


The conflict between attempts by muni- 
cipalities to zone and regulate use of 
property and the claims of property 
owners that their rights are being im- 
properly invaded has been a continuing 
source of litigation. Recent decisions in 
New York have considered the following 
questions. 

Can a property owner use an entire 
tract of his property for a use not per- 
mitted by a local zoning ordinance, 
where prior to the adoption of that 
ordinance only a portion of his tract 
was so used? Can a municipality regu- 
late a use of property where a previous 
attempt by the municipality to prohibit 
such use by rezoning has been held to 
be an unconstitutional infringement of 
the rights of the property owner? 

The New York Court of Appeals in 
the case of Town of Somers v. Camarco, 
considered the constitutionality of a 
zoning ordinance in its application to 
the defendants who were in the sand- 
and-gravel business. Their property con- 
sisted of approximately 55 acres divided 
into two parcels. The defendants ac- 
quired title in 1943, and in 1944 com- 
menced to utilize a portion of said prop- 
erty for the removal of sand and gravel. 
In 1945 a zoning ordinance was adopted 
by the town placing the defendants’ 
property in a residential zone. The ordi- 
nance, however, provided for the con- 
tinuance of nonconforming uses as fol- 
lows: 


“Any building, structure, or actual bona 
fide use, involving a substantial mone- 
tary investment, which shall exist at the 
time of the enactment of this ordinance 
may be continued, even though such 
building, structure, or use shall not con- 
form with the provisions of this ordi- 
nance for the district in which it is 
located, provided such existing building, 
structure, or use shall have been con- 
structed, altered, or used in conformity 
with law and which shall be in con- 
formity with other existing law." 


In 1952 and in 1958, the zoning ordi- 
nance was amended to exclude any 
“natural products uses" from the pro- 
tection afforded to other nonconforming 
uses. This change would have prohibited 


the use of the defendants' property as a 
sand-and-gravel pit. In determining the 
validity of these amendments as applied 
to the defendants, the Court of Appeals 
emphasized that they must be subject 
to the test of reasonableness “in order 
to afford stability to property owners 
who have existing nonconforming uses." 
In measuring the reasonableness, how- 
ever, of a zoning ordinance, the Court 
pointed out that this test was based on 
variable factors, such as density of 
population. The Court said: 


“In addition, the extent of the reasona- 
ble exercise of the police powers varies 
directly with the degree of the density 
of the population in the city, town, or 
village involved. An ordinance which 
might be considered as reasonable if 
enacted in New York City, would be 
considered as unreasonbale if enacted 
in a smaller political subdivision. . . . 
A definition of reasonableness cannot be 
made for all occasions, and must, of 
necessity, be considered anew in the 
light of each problem presented." 

The Court concluded that the amend- 
ments to the zoning law prohibiting a 
nonconforming use for natural products 
unreasonably deprived the defendants of 
a "vested right" and were, therefore, 
unconstitutional. 

In a dissenting opinion, a minority 
of the Court argued that the zoning 
ordinance was unenforceable only in 
respect to that portion of the defend- 
ants’ property which actually had been 
used for excavation of sand and gravel 
prior to the enactment of the ordinances 
in question. The dissent emphasized that 
the existing gravel pit comprised only 
a small portion of the total tract and 
that “the mere intention to excavate the 
remainder of the land did not amount 
to an existing use so as to entitle de- 
fendants to a nonconforming use en- 
compassing and protecting their entire 
tract of 55 acres.” 

The dissenting judges were of the 
opinion that the decision of the Court’s 
majority was inconsistent with prior de- 
terminations. In an earlier case, People 
v. Miller, the Court of Appeals in a 
unanimous decision held that zoning 
ordinance prohibiting the use of prem- 
ises for harboring pigeons was validly 
applied to the defendant who had been 
using his premises for that purpose as 
a hobby prior to the adoption of the 
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zoning ordinance, The rationale of the 
Court in this case was that the property 
interest affected by the ordinance was 
too insubstantial to justify the continu- 
ation of a nonconforming use “in light 
of the objectives to be achieved by 
the enforcement of the provision.” The 
Court said: 


“That being the rationale of our deci- 
sions, it follows, and the cases so hold, 
that the enforcement of a zoning regu- 
lation against a prior nonconforming 
use will be sustained where the result- 
ing loss to the owner is relatively slight 
and insubstantial. . . . In this state, 
then, existing nonconforming uses will 
be permitted to continue, despite the 
enactment of a prohibitory zoning ordi- 
nance, if, and only if, enforcement of 
the ordinance would, by rendering value- 
less substantial improvements or busi- 
nesses built up over the years, cause 
serious financial harm to the property 
owner. This rule, with its emphasis 
upon pecuniary and economie loss, is 
clearly inapplicable to a purely inciden- 
tal use of property for recreational or 
amusement purposes only. Such an in- 
consequential use as that here involved 
—the harboring of pigeons as a hobby— 
does not amount to a ‘vested right,’ and 
depriving [defendant] of this pastime 
does not affect substantially [his] prop- 
erty rights . . . in the use of the prem- 
ises, which are otherwise undisturbed 
and unimpaired." 


In both of the cases disucssed, a subsidi- 
ary question was raised as to whether 
the ordinances in question could be 
justified as a prior exercise of the 
town's police power in preventing the 
creation or maintenance of a nuisance. 
In the Camarco case, the majority 
opinion stated that it was unnecessary 
to determine the question of what may 
be a proper exercise of the town's police 
power so as to prevent the creation of 
a nuisance. The minority, however, in 
its opinion, concluded that it is a rea- 
sonable exercise of the town's police 
powers to limit the area which could be 
exeavated by the sand and gravel com- 
pany. In the Miller case, the Court as- 
serted that the ordinance in question 
might be justified as an exercise of the 
"police power" to prevent the mainte- 
nance of a nuisance. 


The distinctions and relationships 
between zoning and regulatory or- 
dinances will be discussed in next 
month's column. 
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Mechanical Engineering Critique 


by William 1. McGuinness 


P/A Office Practice column on me- 
chanical and electrical design in 
architecture is devoted this month 
to the Effects of Good Insulation on 
Air-conditioning Costs. 


It has long been customary to compute 
the number of years necessary for fuel 
savings to pay for adequate insulation. 
For heating in cold climates, Minne- 
apolis-Honeywell has recently deter- 
mined that this period is about three 
years. Another concept has been ex- 
pressed by Charles F. Neergaard, Hos- 
pital Consultant, who says that wall in- 
sulation and double glazing in hospitals 
can usually be paid for out of savings 
in the cost of the original plant. His 
statement has proved true in a number 
of installations, Attention now focuses 
on the possible savings in air condi- 
tioning installation and operating costs 
in warm climates. Using Texas as a 
critical location, Prof. John R. Watt of 
the University of Texas has conducted 
a research project for the National 
Mineral Wool Association to investi- 
gate this situation, Results in the tests 
on two of the eight houses tested are 


given in the accompanying table. Com- 
parison was made of minimum, in re- 
lation to adequate, insulation in walls 
and ceilings of residences of about 
1200-sq-ft area, costing between $12,000 
and $16,000. Minimum Property Re- 
quirements of FHA in this region set 
maximum U-factors of .85 Btu/hr for 
walls and .15 for ceilings. This estab- 
lishes a practice in the area of using 
no insulation in walls and 1% in. in 
ceilings. House “A” actually used 2 
and 4 in, for these locations and House 
“B” used 3 and 6 in. The results of 
using these thicknesses were compared 
with conditions which would have ob- 
tained in houses of identical type using 
the poorer standards. In each house, 
one ton of air conditioning was saved. 
In House “A,” less was spent for in- 
sulation than in House “B,” so the 
saving of one ton yielded a net saving 
to the builder of $93, A yearly saving 
of $64 in operation will also accrue. 
In House “B” the investment in 3 and 
6 in. insulation was exactly paid for 
out of tonnage saving. Thereafter, be- 
cause of the thicker insulation, an 
annual saving of $105 in operating cost 
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can be expected. It may be noted that 
in either house the extra cost of in- 
sulation could be paid for out of power 
savings in two years if this kind of 
accounting is favored. The fact that 
the cooling load is a greater basis for 
savings in Texas than the heating load 
is borne out by consideration of the 
heating and cooling-degree days in two 
widely different locations. New York 
has about 5000 heating-degree days and 
400 dry-bulb-cooling-degree days. Aus- 
tin, Texas, site of the tests, has about 
1400 heating-degree days and 3300 dry- 
bulb-cooling-degree days. Comparison 
of humidity is not easy to come by, but 
it is thought that the effect of a dif- 
ference in this item would not be very 
great. It is evident that savings in air 
conditioning due to good insulation are 
three times as great in Texas as in 
New York, though the reverse is true 
for heating. The Texas savings, there- 
fore, are ascribed directly to economies 
effected in air conditioning by better 
insulation. which may now be consid- 
ered as essential. The test houses were 
part of the “Air Conditioned Village 
Project," Austin, Texas. 


Economies in Air Conditioning Installation and Operating Costs Effected by Improved Insulation 


HOUSE A HOUSE B 
ITEM UNIT If built within current As built for If built within current As built for 
FHA requirements air conditioning FHA requirements air conditioning 

Mineral wool Thickness, Walls None Walls 2 Walls None Walls 3 
insulation inches Ceilings I Ceilings 4 Ceilings Il Ceilings 6 

Heat transfer Btu/hr Walls 27 Маі 09 Walls 23 Walls 06 
coefficient (U) Ceilings 15 Ceilings .08 Ceilings 15 Ceilings .04 

Heat qain, Btu/hr 22,600 14,700 29,800 15,630 
summer design 

Heat loss, Btu/hr 53,033 37,488 . 50,204 32,601 
winter design 

Added cost of $ 102 223 
insulation 

Cooling equipment Tons 2 ! 3 2 
Needed 

Savings in $ 195 224 
cooling equipment 

Net savings to $ $93 $1 
builder 

Annualheating-and- $ 190 126 230 125 
cooling cost 

Annual savings in $ $64 $105 


heating-and-cooling 
cost to homeowner 


Like a Roman column that has lasted twenty 
centuries, a Fiberglas* Built-Up Roof embodies the 
construction principle of monolithic strength. 


This great new advance in built-up roof construction now prom- 
ises a virtual end to failures due to faulty bonding of bitumen and 
felt. Though applied in layers, Fiberglas Built-Up Roofing and 
bitumen are immediately welded into one continuous monolithic 
sheath whose inherent solidarity helps prevent buckling, peeling 
or cracking. The roofing is reinforced by the same ageless glass 
fibers used in Fiberglas-reinforced fishing rods and boat hulls. 


Because Fiberglas Built-Up Roofing is reinforced as a single, 
monolithic unit, 40% more bitumen can be applied without risk 
of cracking—giving 40% more weather and water protection! 
Field-tested and proved in use for 9 years in 6 million square 
feet of roofing, Fiberglas materials can outlast the bitumen itself! 
And with Fiberglas Roof Insulation under a Fiberglas Built-Up 
Roof, you have a quality roof from top to bottom. It’s amazing 
the difference Fiberglas makes! 2 


SEND FOR FREE SPECIFICATION BOOK — Reinforced Built-Up 
Roofs—containing 32 pages of technical and design data later 
than current Sweers Files. Address Owens-Corning Fiberglas 
Corporation, Dept. 63-E, Toledo 1, Ohio. 


Roofing Products 
FIBERGLAS PERMA-PLY* NO. 6 • 
FIBERGLAS ROOF MAT * FIBER- 
GLAS BASE SHEET © FIBERGLAS H 
ROOFING COMBINATION SHEET * à Ordinary roofing felts sepa- Fiberglas roofing bonds bi- 
тое) к ATEN : rate bitumen layers—voids' tumen applications together 
DNI MO YARN € FIBER- 3 between layers may result in — —creates a single reinforced 
GLAS COROTOP* (Cold-applica- premature failure. monolithic sheath. 

*T-M (Reg. U. S. Pat. Off.) O-C, F. Corp. tion roof resurfacing) vnm Р ^ 
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by Joe Е. Smay* 


P/A Office Practice article discuss- 
ing the purpose and the nature of 
State Board examinations. Data 
regarding failures are based on a 
chart submitted by the author to the 
1954 NCARB Convention, following 
a study of examination results in 
individual States. A similar report 
for 1956 and 1957 will be submitted 
this year. 


There is no doubt that State Board 
examinations to qualify for the practice 
of architecture are rough! Is there 
justification for this fact? Should they 
be made easier? Who set up these diffi- 
cult standards? Or, are the applicants 
who take them poorly qualified? In 
order to answer a few of these questions, 
an investigation of the results of State 
Board Examinations was made under 
auspices of National Council of Archi- 
tectural Registration Boards with the 
co-operation of the various State Boards 
of Examiners of Architects in the forty- 
eight States, Alaska, Hawaii, Puerto 
Rico, District of Columbia, and only 
recently, Panama Canal Zone. In addi- 
tion to this study of the results, other 
studies are being conducted of the types 
of examinations given and the relative 
difficulties regarding types of questions. 
Another study has been made to deter- 
mine what minimum experience should 
be required from the applicants and 
which experience should be counted. 
When the AIA’s report of the Commis- 
sion for the Survey of Education and 
Registration was released to the publie 
in 1955, it recommended that such 
studies be made. The Architectural 
Registration Boards had anticipated 
this recommendation by at least two 
years. 

Because of States' rights, there is no 
national architectural examination. But 
this does not mean that every State 
Architectural Registration Board, al- 
though a separate and distinet entity, 
goes on its merry way ignoring all the 
other State Boards. The practice of 
architecture is regulated in all forty- 
eight States, four Territories, and Dis- 
triet of Columbia by such Boards, which 


*Professor of Architecture, University of Okla- 
homa: member, Oklahoma Board of Governors 
of Architects; ist Vice-President, National 
Council of Architectural Registration Boards. 


State Board Examinations Are Rough 


have banded together as National Coun- 
cil of Architectural Registration Boards. 
The primary reason for this combined 
action is to effectuate reasonably uni- 
form registration requirements, without 
interfering with States’ rights. This 
organization has its yearly meeting just 
preceding the AIA annual Convention 
and in the same city and in the same 
hotel, if possible, Several interim meet- 
ings of that organization’s board of 
directors are held between Conventions 
to consider the problems of inter-State 
registration, 

All of these efforts are expended 
primarily as a service to the licensed 
architect, so that he can practice in 
numerous other States as the oppor- 
tunity presents itself. Architectural 
registration laws have been promoted 
and revised by the professional archi- 
tects themselves. While the basis of 
their passage by State legislatures is 
that of “protection to the public,” this 
is no unique claim. The Executive 
Director of AIA has pointed out that 
there are some thirty thousand laws on 
the statute books which claim as reason 
for their existence "protection of the 
public." Professional architects well rec- 
ognize their responsibilities, They are 
constantly striving to improve the cali- 
ber of individuals who become licensed 
to practice. When a State Board of 
Examiners of Architects fails to meet 
the needs of the profession it represents, 
the profession itself will soon take steps 
to rectify such deficiency; or if it does 
not, it should! Such boards have power 
generally restricted to those who are 
licensed or who are attempting to prac- 
tice without a licence. 

A qualified practitioner usually does 
not resent losing a commission to a 
capable competitor. What really annoys 
him is when he loses it to one who is 
incompetent. For the good of the pro- 
fession and also as a protection to the 
publie, it behooves the profession to see 
that unqualified men are not licensed to 
practice. Polieing within the ranks is 
imperative and is practiced not only by 
State organizations but also, nationally, 
by the AIA, Standards of practice must 
be maintained; one rotten apple may 
spoil the barrelful. 

The study of examinations, as made 
by the National Council, reveals that of 
those who take examinations in the 
various States, over-all failures for all 
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subjects up to the year 1955 were 
32.8 percent. The highest percentage of 
failures is made in the examinations 
given in Architectural Design, in which 
47.2 percent fail. In the field of Struc- 
tural Engineering, at which any regis- 
trant must show a reasonable profi- 
ciency, 38.8 percent of the applicants 
fail. Architectural Composition shows 
34.5 percent failures. Failures in other 
subjects range lower, to a minimum of 
18 percent on Building Sanitation; Spec- 
ifieations coming a close second low, 
with 18.1 percent failures. These figures 
are based upon the total number of 
examinations given, with no attempt 
to segregate those who have taken the 
subject for the first time from those 
who have made several efforts. In one 
State, 68 percent of those taking the 
examination failed in Architectural De- 
sign. This State also separated retakes 
from first attempts and it is interesting 
to learn that of the retakes in this sub- 
ject, 61 percent failed. As a general 
trend, the chart reveals that there were 
more failures in the early years than 
after the Board had been in operation 
for some time. For instance, 80 percent 
failed in one branch of structural 
examinations in an early year—1939— 
while the same State showed only 42 
percent failures in the same subject in 
1954. A probable explanation of this 
trend is that when the law was first 
introduced, a large number of appli- 
cants decided that they would attempt 
to qualify for practice although many, 
perhaps, were poorly prepared. A sur- 
vey is now in progress which will tabu- 
late results for 1955 and 1956, 

One reason for so many failures is 
that, in spite of efforts to require a 
minimum number of years of work with 
a licensed architect before eligibility, 
some States failed to obtain passage of 
that portion of the registration law. A 
number of States allow an applicant to 
take the examination at any time, with- 
out any experience. In fact, a few State 
Boards give the examination to students 
in schools of architecture who submit 
themselves to the examination “for 
experience” and with no serious inten- 
tion of passing the examination the first 
time. Worse still, one State licenses all 
graduates of its collegiate, accredited, 
schools of architecture upon graduation 
with no architectural experience re- 
quired. 
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Edsel Ford High School, Dearborn, Mich. 
Architect: Eberle M. Smith Assoc., Inc. 


Robbins lronbound* Continuous Strip* Maple Floor FINISHES 


installed by: Whitcomb-Bauer Flooring, Inc. 
ond finished with Hillyord Floor Treatments 


@ comhbinatión that Qut take й! Manufacturers and installers agree, famous 


Ironbound* floors are best conditioned for lifetime service by the application of Hillyard finishes. Super- 


lative Hillyard treatments help these fine floors retain their original beauty, smoothness, toughness, and 
ease of maintenance over literally generations of hard wear. 


—LEADING AUTHORIZED IRONBOUND* THE MANUFACTURER 
INSTALLERS CHOOSE HILLYARD FINISHES RECOMMENDS HILLYARD- 


Robbins FLOORING COMPANY 


осела откл REED HY MEAN + SALA LODE, M tero cmo 


The Akron Floors Co. Rowell-Southern Flooring Co. 
Akron, Ohio Miami, Fla 


E. P. Cuthrell Flooring Co. Chas. H. Anderson Floors, 
Birmingham, Ala. Minneapolis, Minn Inc 


* HEALY DUTY eed ая мт мю FLOS 


комын» On, 1984 ахо CIT NCHOAN 
National Floors Co Storm Flooring Co., Inc 


gattrano 
эт, овон, 


М "CT на ке 
d 
“lt may be of interest to you Ж 


that we have in our personal 
Ches. Н. Andersen Foors, Inc. В, 1. Dresser contacts over the past several years, always recommended 
Chicage, 11 Raleigh, N. € the Hillyard Products and Hillyard Service, not only to our 
Austin Flooring Co. Yaeger Floor Compony, Inc floor installers across the country, but to architects, owners 


Boston, Mass New York City 


Canton Floors, Inc Federal Hardwood Floor Co 
Canton, Ohio Philadelphia, Po 


Chicago, III Rochester, N. Y. and the like. | know several of our lronbound installers 

use Hillyard’s exclusively. We always feel perfectly confi- 
The Ironbound Co. of Cleveland Missouri Floor Company dent when we recommend Hillyard's, as we know our cus- 
Cleveland, Ohio St. Louis, Mo tomer will be getting the best.” 


Whitcomb-Bauer Flooring, Inc Acme Floor Company 
Detroit, Mich San Francisco, Calif 


Chas. H. Anderson Floors, Inc. Southern Hardwood Co. =| NOTE TO ARCHITECT 


Kansas City, Mo Spokane, Wash 


A. B. Rice Co. G. E. Weaver Co., Inc 
e South Bend, Ind. 


Robbins Flooring Co. for expert consulting advice on floor treat- 


Depend on your local Hillyard Maintaineer® 


Los Ange 


ment specifications—application procedures 


. Joseph, Mo. —"Job Captain" service. No charge, no 


Passaic. N.J. Ѕап Jose, Calif. obligation. 
Branches ond Warehouse Stocks 


ciega iai HILLYARD, St. Joseph, Mo. Dept. A-4 
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State Board Examinations Are Rougb 


The National Council of Architectural 
Registration Boards realizes that seri- 
ous consideration must be given to 
equalization of the types of examina- 
tions given by various States. A good 
many past examinations given to appli- 
eants of various States have been 
reviewed by appropriate committees. A 
few such examinations were basically 
too elementary for professional qualifi- 
cations. Any professional Board which 
would presume to offer such an exami- 
nation for the practice of architecture 
should be removed from office. On the 
other hand, some examinations reviewed 
are far too difficult. A certain State 
gave an examination in History of 
Architecture which I doubt could be 
passed by any architect in the State or, 
I will add, many competent professors 
who had taught the subject for several 
years. There is certainly some median 
toward which all State Boards should 
strive to reach. Reliable comparison by 
States is impossible when such great 
variations exist. 

In an effort to eliminate such great 
discrepancies in comprehensiveness of 
examinations, NCARB has given serious 
consideration to “National Examina- 
tions." While it has been stated before 
that such examinations violate the con- 
cept of States' rights, it could be that 
the same examination might be given 
by each State Board. If such an attempt 
were made, the examination should be 
given on the same day by all Boards. 
"This would eliminate the possibility that 
some applicants had knowledge derived 
from the same examination given at a 
different time by another State Board. 
No conclusions have been reached re- 
garding this problem, and if it can be 
solved it will take greater co-ordinated 
effort than has thus far been attained, 
through various Boards working in uni- 
son. 

At least two appeals have been made 
to various Boards and to the NCARB 
by the architectural educators. One has 
to do with two-stage examinations, the 
other with distribution to the schools 
of sample State Board examination 
questions. 

Few colleges feel that the licensing 
of graduates without experience and 
without examinations is a good and 
proper step. Most college faculties will 
admit that there are men graduated 
who pass bare minimum requirements in 
all subjects while in college. They “wear 


the professors out,” so to speak. Such 
students quite probably will not be prac- 
titioners who would reflect credit upon 
the profession or upon the college that 
“educated” them, 

Two-stage examinations have been 
proposed because it is contended that 
any person can retain only a small por- 
tion of the knowledge or facts which 
he can grasp; he then forgets a large 
portion of it and must “bone up” or 
fail that portion of the examination. 
Generally, the mind will retain those 
facts which the individual knows it must 
retain; all the rest soon slips away. 
If examinations are equitable, they 
should contain only that material which 
an applicant must know to practice 
architecture. And if material is of that 
caliber, he should know it when he 
starts to practice and not only when he 
graduates from college. 

The NCARB is giving serious con- 
sideration to the request that sample 
examinations be made available to col- 
leges and, for that matter, to prospec- 
tive applicants, There can be little harm 
in allowing an applicant to have some 
idea of the comprehensiveness and 
general nature of such examinations. 
It is hoped that no examination board 
gives the same examination more than 
once. In any event, all one needs to do 
at the present time to see such examina- 
tions is to submit himself to the ordeal, 
even though he has no thought in mind 
to pass it the first time. To restrict 
information on examinations to such 
men becomes an unfair practice and is 
a waste of time and effort, not only of 
the applicant but also of the Board 
which must supervise the examination 
and grade the unsuccessful attempt. 

Up to now, in this discussion, the 
passage of a comprehensive State Board 
examination has been treated as the 
maximum attainment that an architect 
can reach. In reality it should be con- 
sidered not as the maximum but as the 
very minimum he must have in education 
and experience to be allowed to call 
himself an architect. He is not proficient 
in his profession until he has added 
many years of experience to this mini- 
mum objective. 

One important factor which has not 
been given consideration as to the limi- 
tations of the applicant is the value of 
the experience gained, which cannot be 
measured by the mere spending of a 
specified number of years in the employ- 


office practice 


ment of a licensed architect. The impor- 
tant factors to consider are the recep- 
tiveness of the individual, the breadth 
and variety of the experience offered by 
the employer, and the amount of con- 
tinued study on the part of the employe. 
A college education is not an end to his 
professional education, it is only the 
beginning. After graduation he has, it 
is hoped, grasped the fundamentals of 
how to think clearly and logically. Edu- 
cators are aware of the fact that some 
students, who make honor societies and 
gain top grades, seem to accomplish less 
after graduation than fellow classmates 
with lower scholastie records, Could it 
be that too much emphasis has been 
given in college to the retentive mind 
and not enough to logic and "think 
power"? 

Every architect owes to his employes 
the opportunity to learn about all 
phases of architectural practice. Any 
draftsman who finds himself restricted 
by his employer to only one phase of 
practice should seek a position else- 
where. The AIA has long worked 
toward this objective of well-rounded 
practice. It has sponsored the “Mentor- 
ship" system. It now has passed the 
experimental stages of the draftsman's 
“Log Book.” This is a record which the 
draftsman must keep, so that he can 
survey it at intervals to check whether 
or not his experience has been as broad 
as it should be. The draftsman may not 
always be best off with employment 
which pays him the greatest salary; his 
primary objective should be to learn to 
be an architect. Some employers who 
may pay nominal salaries more than 
compensate the monetary difference by 
allowing a full, well rounded, diversified 
experience in the practice. 

Yes, State Board examinations for 
the practice of architecture are rough, 
but they are not insurmountable. They 
are designed to measure the competence 
of the applicant to practice architecture. 
Architecture is not becoming simpler, 
it is becoming more complex. Today's 
maximum becomes tomorrow's minimum. 
State Boards of Architectural Examin- 
ers are not striving to keep out competi- 
tion by failing as many applicants as 
they can. They are generally composed 
of men seriously dedicated to the pur- 
pose of raising the standards of the pro- 
fession so that all who attain this objec- 
tive can be proud to say: "I am an 
architect." 
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Wrought Iron Pipe adds long-term 
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life insurance to 11 piping services here 


Designers of Prudential Insurance 
Company of America's South Central 
Home Office, Jacksonville, Florida, se- 
lected wrought iron pipe for maximum 
coverage" against future maintenance 
of piping systems. 

Proof of their high regard for wrought 
iron pipe is the extensive use of this 
material in the following corrosive serv- 
ices: water lines, water softener and 
soft water piping, underground recircu- 
lating lines, underground gas piping, 
feed water piping system, boiler blow- 
down system, interior storm drainage 
and carbon dioxide lines for fire protec- 
tion; underground fuel oil lines and 
steam heating return piping. 

Architects for this job were Kemp, 


Bunch and Jackson of Jacksonville. 
Consulting Engineers, Van Wagenen, 
Taylor and Van Wagenen; Mechanical 
Contractors, Henley and Beckwith, 
Inc., also located in Jacksonville. 

We have hundreds of case-history re- 
ports that tell why this material gets 
specified . . . as a long-life additive and 
amaintenance-reducer in modern build- 
ings everywhere. Write for our booklet, 
“Piping for Permanence.” 

A. M. Byers Company, Pittsburgh, Pa. 
Established 1864. Division Offices in Bos- 
ton, New York, Philadelphia, Washington, 
Atlanta, Chicago, St. Louis, Houston, San 


Francisco. International Division: New 
York, N. Y. 


Availablein Canada and throughouttheworld., 


BYERS Wrought Iron Tubular and Hot Rolled Products 


ALSO ELECTRIC FURNACE QUALITY STEEL PRODUCTS 
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viewpoint questioned 


Dear Editor: Having recently sub- 
scribed to PROGRESSIVE ARCHITEC- 
TURE, I read the first article in the 
February issue and was surprised 
to find such an unfair viewpoint 
expressed in Bernard Tomson’s IT’S 
THE LAW. 

I see no reason for architects to 
be so concerned over their pocket- 
books that they should, as Tomson 
suggests, exempt themselves from 
any responsibility whatsoever as to 
correctness of preliminary cost esti- 
mates. In the case discussed, if Tom- 
son's methods had been used, an 
owner would have been forced to pay 
architectural fees on a $39,000 house, 
when he was only interested in a 
$25,000 house. 

The integrity of the profession 
would be vastly increased if all 
architects would take more respon- 
sibility in cost estimates, set up a 
reasonable limit within the owner's 
requirements and then design within 
those requirements instead of avoid- 
ing all responsibility „completely. 


ROBERT G. McBRIDE, Engineer 
Yorktown Heights, N. Y. 


. 
Dear Mr. McBride: I am inclined 
to agree with you that Tomson's 
suggested revision of the Standard 
Contract Form simply puts off the 
day when the profession of archi- 
tecture must face up to this business 
of designing within a budget. It is 
a tricky question, however, and I 


р/а views 


Ben John Small was a partner in the 
firm of La Pierre, Litchfield & Associates; 
he was author of a number of books; he 
conducted this magazine's SPEC SMALL 
TALK column; he taught or lectured in 
numerous schools; he was active in AIA 
and a founder and past president of 
CSI. But most important of all, he was 
a person to whom anyone with a serious 
technical problem could turn for mature 
advice, Throughout the building indus- 
try, his warm, good-humored, very per- 
sonal, and human contribution to the 
technology of building design will be 
sadly missed. 


don't think that the answers are 
going to be easy ones. On the one 
hand, the client has a perfect right 
to feel that his stated budget is not 
going to be exceeded; and on the 
other hand, the architect has no real 
way of "guaranteeing" bid prices on 
the open market, over which he has 
no control. This anomalous situation 
is really the basic reason for the 
growth of the so-called “package 
dealers” who do guarantee estimates. 
This whole matter is being studied 
by a competent AIA Committee at 
the moment and perhaps it will come 


up with some reasonable suggestions. 
T.H.C. 


just plain English 


Dear Editor: Second only to your 
pictures in January 1957 P/A of the 
top-honor winner (George Washing- 
ton Carver Junior- Senior High 
School in New Orleans, by Curtis 
& Davis) in the Design Awards 
Program, I find the reasons for 
this selection next in point of inter- 
est. Twice in your description of 
this design you used the word 
“logical.” Is not that the exact man- 
ner in which you would describe the 
Folger Library and the bridges of 
Freyssinet? 

When architecture is written of 
so often in clichés such as “exciting,” 
“playful,” and “sensitivity of form,” 
it is refreshing to find a design that 


(Continued on page 14) 


May 1957 13 


"L" angle table 
cuts fatigue, 
speeds drafting 


The year 1956 saw the introduction of a 
drafting table destined to change the 
working habits of many draftsmen. 
Made by the Hamilton Manufacturing 
Company and distributed by POST, it is 
the result of years of experimentation 
into methods of decreasing drafting fa- 
tigue and increasing productivity. 
Designed as an "L" this new unit 
has a complete reference area at a right 
angle to the drawing board (see photo). 
Unlike many table arrangements in 
which the draftsman must turn around 
completely, or leave his board alto- 
gether, the new table consolidates the 
entire working area—the reference desk 
is never more than a slight turn from 
the board. This arrangement conserves 
a surprising amount of time and motion, 


Reference desk is 28" x 60" and contains 
3 drawers. Board is available in sizes 26" x 
40" and 36" x 48”. 

Like Hamilton's Auto-Shift table, the 
new “L” table adjusts easily and quick- 
ly. A hand trip permits slope adjust- 
ments to any angle from vertical to 


horizontal, Another release frees the 
board for height adjustment through a 
range of 8". These convenient adjust- 
ments are easy to operate and step up 
efficiency, Where semi-privacy and other 
unique advantages are needed, the “L” 
angle table's versatility is especially 
desirable. 


Another motion-saver: 
"Boardmaster" drafting machine 


While very helpful on the board, many 
drafting machines have characteristics 
which almost nullify their value—blind 
spots, awkwardly placed controls, slip- 
page in control settings, etc. 

The Universal *Boardmaster" draft- 
ing machine solves many of these prob- 
lems. Its overarm construction allows 
complete visibility of the protractor at 
all times. The controls are all centrally 
located—conveniently placed for ma- 
nipulation by two fingers. 

The indexing control has a push-but- 
ton action that provides automatic in- 
dexing every 15?. The vernier clamp 
has an ingenious double wing lever for 
locking intermediate angle settings. 

Aside from operating ease, the 
“Boardmaster” meets the highest stand- 
ards for accuracy. No other drafting 
machine can match its precision and 
easy operation. 

Further information on these items is 
available from the Reader Service Divi- 
sion of Frederick Post Company, 3642 
N. Avondale Avenue, Chicago 18. 


SENSITIZED PAPERS & CLOTHS • TRACING & DRAWING MEDIUMS e DRAWING INSTRUMENTS & SLIDE RULES 
ENGINEERING EQUIPMENT & DRAFTING SUPPLIES • FIELD EQUIPMENT & DRAFTING FURNITURE 
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is good enough to be described in 
just plain English as, "It is archi- 
tecture," Although the reproductions 
show originality, imagination, and 
creative ability to a high degree, 
nevertheless, to be that good, the 
basic concept must have incorporated 
a simple, straightforward approach 
and clear thinking. This process 
might well be compared to straight 
football: well thought out, well 
planned, and well executed—no trick 


plays, no razzle-dazzle. 


JOHN W. WELLS 
Auburn, Ala. 


filing vital data 


Dear Editor: As an architect who 
was “nursed” on the old Pencil 
Points magazine, I am presenting the 
discussion (below) of a subject that 
has concerned me for many years, 
and which was a real irritation until 
I adopted the system described there- 
in for filing purposes and specifica- 
tion-writing, particularly. I am sure 
that the current filing methods are 
distressing to most offices, to the 
point that what could be a helpful 
asset—a workable filing method—is 
rarely maintained. I could hope that 
something could be started to make 
the “fountainhead” of building con- 
struction, the Architect’s Office, a 
reasonably orderly and consistent 
pattern. Everyone else seems to be 
classifying operations in standards 
that are readily discerned and fol- 
lowed, why not the architectural 
offices ? 

I believe a uniform classification 
of the materials and trades in a 
numerical system would be a blessing 


to all concerned. 


JOHN W. FOSTER 
Portland, Ore. 


A Method 


What is more exasperating in the 
operation of an office than the ina- 
bility to lay one’s hands on vital 
data for a specific need? Efficiency 
in selection, reference, and confir- 

(Continued on page 16) 


Proof! 


оаа all over America 
are installing a Syneretizer 
unit ventilator in every 
classroom—with Wind-o-line 
radiation all along the sill. 
They not only get the heating 
or cooling and ventilating 
needed . . . they also overcome 
cold window downdraft and 
stop excessive radiation of 
body heat to cold surfaces. 
Every pupil—even those near 
the window wall—enjoys a 
protected learning 
environment. .. comfort and 
health plus more learning per 
school dollar. And by 
employing the Nesbitt series 
hot water method—in which 
the Wind-o-line tubing serves 
as supply and return for a 
group of classrooms—they 
get Nesbitt protection at 

a considerable saving. 


This Nesbitt-equipped 
classroom has the 
protected learning environment. 
For the full story, 
send for Publication 101. 


Menbhitt 


WIND-O:LINE RADIATION MAKES THE DIFFERENCE!. 


Nesbitt Protected 
Learning Environment 


COSTS LESS 


with the Series Hot Water Wind-o-line System 


Creve Coeur, Illinois 
Heating cost: $1.41 sq. ft. 


The two-story Creve Coeur Elementary 
School was designed and engineered 
by George Poppo Wearda, Pekin, Ill. 
With capacity for 256 pupils and gross 
area of 11,800 square feet, the entire 
eight-classroom building cost $156,124. 
Total cost for heating and ventilating 
with Nesbitt series hot water system 


(Syneretizer unit ventilators with 
Wind-o-line radiation concealed by 
Nesbitt storage cabinets) was $11,400. 


Papillion, Nebraska 
Heating cost: $1.83 sq. ft. 


Papillion High School was designed 
by Unthank & Unthank and engineered 
by James P. Anderson. With a 200-pupil 
capacity and 15.296 sq, ft. gross area, 
the building costs totaled $191,592. 
Nesbitt Syneretizer unit ventilators 
combined with Wind-o-line radiation 
for cold wall and downdraft protection 
were employed as a series hot water 
heating and ventilating system. The 
total heating contract was $28,900, 


Framingham, Massachusetts 
Heating cost: $1.74 sq. ft. 

The Framingham Senior High School, 
Samuel Glaser Associates, Architects 
and Engineers, has a 1300-pupil capac- 
ity, a gross area of 187,328 square 
feet for a total cost of $2,509,000. The 
classroom learning environment is pro- 
tected by Nesbitt Syncretizer unit 
ventilators and Wind-o-line radiation 
integrated as a series hot water system. 
The total heating and ventilating sys- 
tem costs were $327,000, 


Bridgeton, New Jersey 

Heating cost: $1.60 sq. ft. 
The new Bridgeton High School, a 
project of Edwards & Green, Architects 
and Engineers, Camden, N. J., will ac- 
commodate 2,200 pupils, have a gross 
area of 201.000 square feet, and cost 
$2,880,865. Heating and ventilating 
will be furnished by Nesbitt Syncre- 
tizer unit ventilators piped in series hot 
water fashion with cabinet-type or 
wall-hung Wind-o-line radiation, Total 
heating contract: $321,704. 


SYNCRETIZER UNIT VENTILATOR 
WITH WIND-O-LINE RADIATION 


Made and sold by John J. Nesbitt, Inc., Philadelphia 36, Pa. Sold also by American Blower Corporation and American-Standard Products (Canada) Ltd. 
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mation of needed information aids 
immeasurably in relieving nervous 
tension during the hectic process of 
completing rush work. 

Practically every craft, through 
an association or institute, is classi- 
fying more and more in a refined 
manner the data for its materials. 


There has been active for several 
years a streamlining of procedures 
designed to eliminate waste and 
ineffectiveness to cut costs. Why 
should architects, in their own offices, 
still struggle along with their old- 
fashioned methods of reference 
which infect the building sphere? 


Concentrate Responsibility... 


году 
Dumb Wahera | 


and 


SEDGWICK 
Dumb Waiter 
Doors 


When you select a Sedgwick Dumb Waiter, 
you get a completely integrated installation — 
including dumb waiter doors — designed, en- 
gineered, manufactured and installed by Sedg- 
wick. 

This places the responsibility for the entire 
installation in the hands of one supplier — cut- 
ting in half the red tape, contracts and ap- 
provals, and eliminating your coordination of 
door and dumb waiter design and erection. 
Furthermore, all equipment is shipped at the 
same time, saving shipping and handling costs. 
The same mechanics install both doors and 
dumb waiters. 

Sedgwick Dumb Waiters and Doors are 
available in a complete range of modern, im- 
proved types and standard sizes that can be 
adapted to fit requirements exactly. 

(See standard specifications and layouts in SWEETS 33a/Se) 

Doors are manufactured in bi-parting, slide- 
up, slide-down or hinged arrangement, Also 
access and clean-out doors. (Underwriters’ 
Labelled where required.) Send today for 
complete literature and specifications. 


арарет 
-O B 


е 
ЧСК Machine works 
164 West 15th Street, New York 11, N. Y. 
C Please send general information 
О Please send specific recommendation 


* SIDEWALK ELEVATORS 
* FREIGHT WAITERS 
* RESIDENCE ELEVATORS 
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To be specific, the immediate item 
concerns the manufacturers’ materi- 
als catalogs. These are primarily 
labelled with either AIA or Sweet’s 
Catalog Numbers, which numbers 
do not coincide. Is there an office in 
the nation that is not distracted by 
this disarrangement? Basically, it 
seems, the AIA system is adequate, 
and a solution might be its exclusive 
use throughout the industries. How- 
ever, that is but a part of the case; 
and if a change is effected it should 
include other considerations. 


In every office there is much data 
that could be filed under one partic- 
ular number, yet under several classi- 
fications, for example, hardware. 
There would be needs to file data 
under (1) catalogs; (2) specifica- 
tions material; (3) technical data— 
tests, ete, (4) names, addresses, 
telephone numbers of dealers and 
subcontractors, (5) material sam- 
ples, (6) installation details, (7) 
check lists, (8) estimates and cost 
information. Now, if the information 
pertaining to hardware was invaria- 
bly filed under the same number, the 
cross-references in the eight classi- 
fieations would be simplified. Fur- 
ther, if in the preparation of all 
specifications the hardware number 
was always the same, say #20, ac- 
quaintance would not take long and 
the rapid reference would be a pleas- 
ure. 


Now, if this seems too academic, 
I can only state that it works very| 
well in this small office. Two fil 
drawers hold all of the manufactur 
ers' pamphlets; a wall shelf holds 
their binders; manila folders hol 
manufacturers’ specifications sheet: 
and other clippings; technical dat 
and reports are presently filed in th 
same folders; another set of manil 
folders contains business cards, tele 
phone numbers, etc., for the relate 
products; material samples are con 
tained in boxes that have the numeri 
eal reference visible; more manil 
folders contain installation detail 
classified by materials; a check lis 
with the various numbers provide: 
space for insertion of items forgotte 
on the last job; and finally, cost dat: 


(Continued on page 2 


CALIFORNIA 
REDWOOD 


Stimulating ideas for the uses 
of redwood in landscaping may 
be found in the new 1957 CRA 
Garden Ideas booklet. Write 
to us now for your free copy. 


ERNEST BRAUN 


"Redwood 
is particularly 


rewarding 


in gardens, because of its re- 
sistance to decay andits hand- 


some weathering qualities, ” 


LAWRENCE HALPRIN 
Landscape Architect 


Mr. Halprin, working out of his San 
Francisco office, enjoys a varied 
practice throughout this country 
and abroad. Under construction 
now are a medical center and com- 
munity in Israel, a large shopping 
center in Chicago, a water power 
company development in Spokane, 
as well as an interesting group of 
schools, libraries, industrial plants 
and private homes. He also finds 
time to lecture, teach and write. 


CALIFORNIA REDWOOD ASSOCIATION 


576 Sacramento Street • San Francisco 11, California 


PRODUCERS OF GRADE-MARKED, TRADE-MARKED CRA CALIFORNIA REDWOOD 
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for partieular products is filed under 
the eonstant number. Twenty three 
(23) numbers will cover the various 
crafts and specification divisions. 
One point suggested above bears 
possibility 
would be, to 


for uni- 
have all 


specifications from all offices bear the 


an important 
formity. It 


same number for the same material 


notices 


resumes position 
ALFRED J. NELSON, recently returned 
to the State of Minnesota as Assis- 
tant State Architect, Department of 
Administration, 120 State Capitol, 
St. Paul, Minn. 


appointments 

JOHN RETTALIATA, President of ILLI- 
NOIS INSTITUTE OF TECHNOLOGY, has 
appointed the following faculty mem- 
bers Associate Professors: DR. GER- 
ALD BERMAN, Mathematics; DANIEL 
BRENNER, Architecture; KENNETH 
P. MiLBRADT, Civil Engineering; DR. 
BERNET S. SWANSON, Chemical Engi- 
neering. 


new offices 
VAN Ness, Architects - Engineers, 
Ave. Presidente Wilson 164, Rio de 
Janeiro, Brazil, formed by Frederick 
H. Van Ness, Dr. Sylvio Bunéa, and 
André Lucas. 


KENTUCKY ENGINEERING CORPORA- 
TION, Architects- Engineers, 3804 
Lexington Rd., Louisville, Ky. 


R. NEWELL WATERS and CLARK & 
TOMLINSON, Architects, announce the 
merging of their firms into a part- 
nership with offices at First National 
Bank, Weslaco, Tex., and 468 Pal- 
mero St., Corpus Christi, Tex. 


CHARLES HAINES, Architect, re- 
cently became a Senior Partner, and 
Victor J. DE Masi, Architect, a 
Junior Partner, of VOORHEES, 
WALKER, SMITH & SMITH, 101 Park 
Ave, New York, N. Y. 
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and craft. The advantages to the con- 
tractors, subcontractors, craftsmen, 
manufacturers, material dealers, ete., 
should be apparent. When a given 
material is omitted from a particular 
job, a sheet bearing its number is 
placed in the proper place stating, 
for instance, “no marble work re- 
quired.” 


It is recognized that such a major 
revamping of procedures would in- 
volve considerable review, but it is 
respectfully suggested that 
100th Anniversary of the American 
Institute of Architects would be an 
ideal time to 
condition 


this 


discard this clumsy 


and prepare for a 


basis to be effective January 1, 1960. 


new 


ALUM. 
SASH 


x4’ STL. BAR 


of the door 


CONSTRUCTION DETAILS 


for LCN Overhead Concealed Door Closer Shown on Opposite Page 
The LCN Series 200CP Closer’s Main Points: 
1. Efficient, full rack-and-pinion, two-speed control 


I'x2%' STL. BAR 
4а x4 m 


6"-1o.5 Б 


LCN CLOSER 
#204 CP 


2. Mechanism entirely concealed; arm disappears into 
door stop on closing 

3. Hydraulic back-check prevents door’s being thrown 
open violently to damage walls, furniture, door, 
hinges, ete. Door may open 130°, jamb permitting 

4. Hold-open (optional) set at any one of following 
points: 85°, 90°, 100° or 110° 

5. Easy to regulate without removing any part 

6. Used with either wood or metal doors and frames. 


Complete Catalog on Request —No Obligation 
or See Sweet's 1957, Sec. 18e/La 


LCN CLOSERS, INC., PRINCETON, ILLINOIS 


11147 
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WASCOLITE REFLECTADOM 


90 BTU/HR/SQ. FT. 


Bay State Road, 
Cambridge 38, Massachusetts 


WASCO PRODUCTS, INC. Wasco Chemical (Canada) Ltd., 


Toronto 12, Canada 


FLUORESCENT 
LAMP 
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Fivorescent Lomp Bollosts 2950 NO. WESTERN AVE CHICAGO 18, RL USA 
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...the first major development in 
ballast design 


ADVAN-guard, an integral part of the пеў? 
Ballast design, adds years to ballast life by prevei 
ballast operation at abnormal temperatures. ADVAN- 
guard protects against excessive voltage supply . . . 
internal ballast short circuiting . . . inadequate lamp 
maintenance . . . improper fixture application . . . and 
eliminates the need for individual fixture fusing. 


ADVAN-guard is pre-set to instantly and automatically 


*trip-out" when the ballast is operating at higher t 


erheating con- 
Continues. ADVAN- 


ADVANCE 
EEE | TRANSFORMER со e. 


The Heart of the Lighting Industry 
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А 
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RITE SPRING 
GREEN RITE 
DARK GREEN 


OU... LOXIT 


NS 
RITE CORAL 


CHALKBOARDS 


ALL 8 COLORS AVAILABLE IN LOXIT KOMPO-LUX, 
PETRALOX (CEMENT-ASBESTOS), MIRAWAL PORCELOX 
(PORCELAIN STEEL) CHALKBOARDS, AND TRU-LUX 
BALANCED CHALKBOARD PANELS 


SCIENTIFIC CHALKBOARD COLOR DESIGN 
Smart modern school interior decorators are more and more conscious 
of the use of color to relieve classroom monotony. Loxit has met 
this challenge with a full range of chalkboards in eight colors which 
meet every scientific test for low reflectance, high readability, wash- 
ability, fadeproof permanence and lasting beauty. 


NOW, FOR THE FIRST TIME 
LOXIT KOMPO-LUX Chalkboards, LOXIT PETRALOX Cement- 
Asbestos Chalkboards, LOXIT MIRAWAL PORCELOX Porcelain 
Steel Chalkboards (magnetic) and LOXIT TRU-LUX Balanced 
Chalkboard Panels are available in Rite Spring Green, Rite Dark 
Green, Rite Gray, Rite Tan, Rite Coral, Rite Blue, Rite White 
(Ivory) and Rite Black. 


MEET ALL CLASSROOM REQUIREMENTS д 
All Loxit Chalkboards possess an excellent writing surface that is Write today Д 
easy to erase and can be washed as often as desired. Can be used for literature 
with colored chalks. сираи 


LOXIT SYSTEMS, INC. 


1217 W. WASHINGTON BOULEVARD 
CHICAGO 7, ILLINOIS 
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WHAT'S NEW ? 


WATER COOLERS 


The Ebco Manufacturing Company, Columbus 13, Ohio 
Manufacturers of the most complete line of water coolers 


DISTRIBUTED IN CANADA BY б. Н. WOOD & CO., LTD. 


the versatile 
Oasis In-A-Wall 
water cooler 


so THIN an 8" wall 
can hide it! 


practical low cost unit for 
industrial, commercial, 
institutional, residential and 
restaurant installations 


The new Oasis In-A-Wall Water Cooler solves 
the problem of custom-designing a water cooling 
system which leaves walls and corridors clean 
and uncluttered. The new Oasis “built-in” cool- 
ers serve up to 4 remote drinking fountains with 
a generous supply of refreshingly cold water. 
The tiny, built-in cooler is so thin, an 8” wall 
can hide it—so versatile, it mounts in walls, 
hangs in closets, suspends from walls, joists, and 
other supporting members. 


TWO MODELS AVAILABLE. The small 
Oasis model, IW-5, supplies 5 GPH, sufficient 
for 60 persons in offices or schools and 35 in 
light industry. The large model, IW-10, has a 
capacity of 10 GPH, adequate for 120 people in 
offices and schools and 70 in light industry. 


LOOK AT THESE FEATURES! 
* Precision engineered — 
quality components throughout. 


e Model IW-10, 10" thick, handles up to 4 remote 
outlets and delivers a full 10 GPH. 


e Model IW-5, 624" thick, handles 2 remote outlets 
and delivers a full 5 GPH. 


e Easy to install. 
e 5 YEAR FACTORY WARRANTY. 


Ebco Manufacturing Company 
Dept. 2-D, Coiumbus 13, Ohio 


Send Oasis In-A-Wall specifications and roughing-in details. 


name. 


company. 


address 


city. zone. state 
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subfloor-underlay 


2.4.1 is the new 116° plywood that 
makes possible the revolutionary 
“panel and girder” floor construc- 
tion system that saves from fifty to 
five hundred dollars per house.* It 
also gives you markedly superior 
construction. You save on both 
framing costs and application time. 
And because 2.4.1 has structural 
strength plus smooth surface, it 
serves as both subfloor and under- 
layment. More savings! 


*Actual savings reported by builders vary 
with local wages, size of house and type 
of floor construction previously used. 


Texture One-Eleven 
siding-sheathing 


Here's another way to sharply cut 
costs by doing two jobs with one 
material. With Texture One- 
Eleven siding, you can eliminate 
sheathing. This new vertical 
shadow-line Exteriorplywood adds 
crisp good looks to any style home. 
Panel is 5$^ thick, with М” deep 
grooves, leaving a full 34” thickness 
under grooves, meets FHA MPRs 
for combined siding-sheathing. 


For complete information about 2-4-1, 
Texture One- Eleven and Overlaid 
ply wood write for free "Plywood 
Light Construction Portfolio." (Offer 
Good US A Only). Douglas Fir Ply- 
wood Association, Tacoma 2, Wash. 
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New 2,4,1 serves as both subfloor and 
underlay, spans 4’ girder spacing. Inset 
2x4 blocking supports panel edges. Fin- 
ish floor may be hardwood, tile, carpet. 


Support 2 x 4 blocking 
with framing anchors 
or toe nail 


Girders set flush with footings lower house about 12”. 
Result: important savings in labor and materials plus 
a visual bonus achieved by giving house attractive 
“low-lying” feeling. 


3. Overlaid Plywood 
siding-sheathing 


Overlaid fir plywood also has the 
“plus” structural strength to serve 
as both siding and sheathing. The 
smooth, durable resin-fiber overlay 
is permanently fused to Exterior 
fir plywood to provide the perfect 
base for smooth, long-lasting paint 
finishes. Overlay eliminates check- 
ing, grain raise. Available in stand- 
ard sizes, thicknesses. May be used 
as flat panel, board and batten or 
lapped siding. 


Ayer 
oy 

ste 
COS 


"Fir Plywood 


means quality construction 
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THE MACOMBER 


QUICKEST, MOST 
CONVINCING WAY 


To Prove To Yourself rus is THE 
FINEST, MOST ECONOMICAL OPEN WEB 
FLOOR AND ROOF SUPPORT AVAILABLE 


SEND FOR YOUR And after you have that V-BEAM Catalog you will discover the 
greater reserve strength provided by these lighter, stronger framing 


V-BEAM CATALOG members — so popular — coast to coast. 


bui à Cold formed chords and webs provide this greater strength, build 
Rh a stronger floor or roof at savings — per member — your General 
ч Contractor will be very happy about. 
MACOMBER 


Look at that floor system in the photo above. Then look in your 
V-BEAM Catalog and contact your nearest Macomber Representative 
for quotation on your loads and spans. 


In one job — you will prove to yourself that V-BEAMS are the most 
outstanding structural framing buy on the market, 


JUST WRITE — V-BEAM — ACROSS YOUR LETTERHEAD 


NAILABLE 
STANDARDIZED STEEL BUILDING PRODUCTS V:BEAMS 


V-GIRDERS 

V-BOWSTRING 

MACOMBER INCORPORATED +$?" 
CANTON 1, OHIO Ye mat 


• ENGINEERING e FABRICATING AND ERECTING ° STEEL JOISTS 
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you know you're right when you 


specify by DFFPA grade-trademarks 


vid 


-=y 


, 


factory-inspected, 
laboratory-tested 


To qualify for DFPA grade-trademarks, 
manufacturers must pass rigid and con- 
tinuous inspection of current plywood pro- 
duction. In addition to these on-the-spot 
mill checks by DFPA quality supervisors, 
thousands of samples undergo scientific 
testing in DFPA laboratories. Use of grade- 
trademarks may be withdrawn if quality is 
not satisfactory. 


right grade, right 
quality for every job 


DFPA grade-trademarks are specification 
guides to the right grade for a specific job. 
Only genuine DFPA quality-tested panels 
bear DFPA registered grade-trademarks. 
There are imitations. Don’t be misled! 


Be sure you can fell the difference. 
Send for the DFPA Quality Story —a portfolio of grade- 
use data and a step-by-step description of the DFPA 
quality control program. Write Douglas Fir Plywood As- 
sociation, Tacoma 2, Washington. (Offer good USA only) 


* Proper construction — 
inside and ovt 


^ 
Adequate strength, 
—JL—À rigidity and stiffness 


LLL. « Dependable glue-line 


ny 


Ain àv 


САША 


*DFPA stands for Douglas Fir Plywood Association, Tacoma 2, 
Washington —a non-profit industry organization devoted to 
product research, promotion and quality maintenance. 


“УЕ РА grade-trademarks mean quality FIR PLYWOOD 
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ONE QUALITY 


NO "COMPETITIVE" LINES 
NO "ECONOMY" LINES 
NO "COMPANION" LINES 


A Panic Exit Device is your assurance of safe exit 
at all times... for normal day by day operation... 
for emergency in time of panic. 


We believe there can be only one quality... the 
finest . . . where life depends on safe. quick exit. 
We have no “companion,” no second best lines. 


It is more than a coincidence that Sargent & 
Greenleaf panic devices are specified by those 

who have confidence in a company that gives full 
dollar value in just one fine quality. 

Add to this the advantages of Sargent & Greenleaf's 
new UNI-TRIM and you have the finest panic device 
made... anywhere. 


y 


Sut 2» 990 


PANIC EXIT DEVICES 


MANUFACTURED BY 
SARGENT & GREENLEAF INC. ROCHESTER 21, N. Y. 
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Patterns 


in concrete masonry 


FLEXIBILITY 
you can do so much more 
with concrete masonry 
at so much less cost. 
Block can be used in 
striking new patterns. 
Your local Ncu4 member 
can show you all the 
latest patterns and 
developments in block. 
Call him soon. 


NATIONAL CONCRETE MASONR 
ASSOCIATION 


38 South Dearborn Street « Chicago 


hufcor 


LAMINATED ACCORDION DOOR 


are designed to provide maximum sound 
insulation characteristics without relying 
on costly and bulky inner liners. The heavy 
(55 ounce per square yard) cover con- 
struction forms a natural sound barrier 
between room areas. Tests prove that 


Hufcor, with inexpensive sweep strips, 
outperforms special acoustically treated 
folding doors selling at much higher prices 
You can specify Hufcor with completd 
confidence that you will receive quality| 
beauty, operation and economy. 


only Hufeor 


offers you superior 
sound resistance... 
plus: 


straight crisp lines 


"Knockable'" Hufcor covers are made of "br 
laminated vinyl and tough, high strength fiber 
board. Distinctive handle latch of anodized 
aluminum is unique both in appearance and 
function—a Hufcor exclusive. 


ess stacking space 
smooth action 
rinkle-free 


semi-rigid covers 


Complete areas can be closed off 
with the trim, rigid Hufcor. No 
need to fear damage from large 
crowds or active children. Hufcors 
move easily by hand. 

Valley Ho Hotel, Scottsdale Arizona. 
Architect: E. L. Varney & Associates. 


Hufcor accordion doors 
on curved track operate 
easily and uniformly 
without alteration. 
There is no binding. 


symmetrical beauty 
esistance to impact 
nterchangeable covers 
juick installation 


lame resistance 
lesigner-approved colors 
omplete line of accessories 


New areas can be made from old with Hufcor. Pivot switches, 
glide switches, multiple meeting pora rolling posts, recessed 


c 

wk RAJ М channel, and other accessories all provide complete flexibility 

V i к | for room division. Mt. Calvary Lutheran Church. Janesville, Wis. 
Pi { B j Architect: R. H. Bierman, Mi 


IU Тс. 


Manufacturing Corporation, Janesville, Wisconsin 
In Canada contact: CANADIAN VENTILATING SHADES, L'TD., Peterborough, Ontario 


ilwaukee. 


This exploded view of 
Hufcor shows the 
simplified, trouble-free, 


Gentlemen: 
Please send me complete information on the Hufcor Accordion 


pantograph system. The Door. . Have representative see me. 

straight, rigid lines of Name 

the covers make Hufcor Firm 

the “architecturally Street. 

correct" door. City. Zone. State. 
Architect. Builder. (Other) 


PITTCO? SASH 


Win its pleasing simplicity 
of line, rugged construction, and 
fine finish, this sash is typical of 
the quality metal members to be 
found in the complete line of 
Pittco Metal Products. For full in- 
formation, see your Pittco Store 
Front Metal Representative. 


PAINTS - GLASS - CHEMICALS - BRUSHES - PLASTICS - FIBER GLASS 


PITTSBURGH PLATE GLASS COMPANY 
IN CANADA: CANADIAN PITTSBURGH INDUSTRIES LIMITED 


Architecture 


A SALUTE 


from Alcoa 


vic Center 
arlotte, N. C. 
.. б. Odell, Jr., and Associates, Architects 


commemorating the AIAs 


100th anniversary 


ypical of what modern architects are doing with aluminum is this 
landsome Civic Center in Charlotte, N. C. The lightweight dome of Alcoa 
Hluminum permits pillar-free construction of the arena for unobstructed viewing. 


b its founding in 1857, up to the 


present, the American Institute of 


Architects has been a powerful factor in 
giving strength and body and character to 
American architecture, Its efforts to 
advance the aesthetic, scientific 

and practical aspects of planning and 
building have added new stature 

to the architect. 


As the Institute has grown to its present 
strength of more than 10,000 members, 
architecture has increased the scope 

of its service to society, By improving the 
environment in which our nation lives 

and works, architects have advanced living 
standards, They have made our world 

a better place in which to live. As the only 
society nationally representative of 

the profession of architecture in the 
United States, the AIA deserves a liberal 
share of the credit for this accomplishment. 


Alcoa is proud of its close association 
with architects. The fact that the 
building industry is now the largest 
single user of aluminum is due to 
architects’ acceptance of the strong, light 
metal that endures, 


Aluminum as a commercially available 
metal is itself not yet 100 years old. Yet in 
the years it has been available, it 

has taken its place as one of the most 
beautiful and practical building 

materials, Shown on the next two pages are 
some of the milestones in the history 

of the use of Alcoa? Aluminum in 
architecture. And, while much has been 
done that is deserving of the highest 
praise, we are just on the threshold of the 
wonderful new world of aluminum in 
building. Architects are the men of 
imagination who will transform this world 
from a dream to a reality, 


lOO Years of Progress 
$ 


A 


JHEAMERICAN: 


Boma 
: 
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Smithfield Evangelical Protestan: 


Pittsburgh, Pa. 
Henry Hornbostel, Architect 


This 80-foot-high 
spire, rising 259 
feet above the 
street, is darkened 
Írom 31 years of 
weather exposure, 
The aluminum is as 
sound as the day 

it was installed. 
Note 30-story Alcoa 
Building with its 
aluminum curtain 
wall in background. 


Municipal Stadium 
Cleveland, Ohio 
Walker and Weeks, Architects 


is huge stadium is home field for the 
leveland Indians Baseball Team and 
e Cleveland Browns Football Team. 
uminum is used for louvers, flashing, 
rnice light troughs, ceilings of marquee 


lofs at entrance gates and on the scoreboard. 
e architects are very pleased with the 
rformance of the aluminum. 


С 


Philadelphia Saving Fund Society Bldg. 
Philadelphia, Pa. 
Howe and Lescaze, Architects 


This attractive 
building was chosen 
by the Museum of 
Modern Art as one 
of the best erected in 
the country be- 
tween 1932 and 1944, 
It was one of the 
first really big 

uses of aluminum 
windows, Now, after 
years of weathering, 


the award-winning 
appearance is 
still evident. 


ppers Building Chrysler Building 
ttsburgl New York, N. 
Graham, Anderson, Probst and White, Architect: William Van Allen, Arc! 


This fam 
mark feat 
truded al 
window s 


The first large 

use of aluminum 

spandrels was here. 

A total of 967 cast 

КЕЕ units was installed. 
ü The spandrels are 
T confirming the 

judgment of the 

architects that 

they would be good 

for the life 

of the building. 


througho: 
well as al 
spandrel. 

Periodic 
painting 
eliminate 


are assur 


Cathedral of Learning 
Pittsburgh, Pa. 
Charles Z. Klauder, Architect 


"EM 


Department of Public Works Bul 
Richmond, Va. 
W. A. Childrey, Architect 


Spandrels and 
skylight in this 
University of 
Pittsburgh building 
are aluminum. 
Despite the indus- 
Really extensive use of aluminum has bed 
made in this structure. The metal is used 
curtain walls, inner walls, pilasters and 
entablature, doors, wall sections above 
windows, copings, inner partitions and tri 
It comes close to being an all-aluminum 
building. Originally planned as a 
temporary structure, it is still in use. 


d Federal Communications Labor: 
Nutley, N. J. 
Giffels & Vallet, Inc., L. Rosset 


trial atmosphere, 

no corrosion problem 
of any kind has 
existed. The alumi- 
num is weathered 
but sound and 

good looking, 


Cincinnati Union Terminal 
Cincinnati, Ohio 
Felheimer and Wagner, Architects 


This landmark, familiar to vi 
to the Ohio River city of Cincinnati, makes use 
of aluminum for windows and roof. The 
terminal operators state that aluminum has met 
all expectations as to permanency, ease of 
operation and low-maintenance cost. 


John Hay High School 
Cleveland, Ohio 
George M. Hopkinson, Architect 


A. 0, Smith Building 
; Milwaukee, Wis. 
Holabird and Root, Architects 


Still modern looking and attractive after 
more than twenty-five years, this structure 
makes fine use of large aluminum window 
frames and pilasters. The interior 
applications of aluminum in main 

lobby are outstanding. 


This very early use of aluminum spandrels 
helped insure taxpayers’ investment in 
this school, Educational institutions are now 
one of the biggest users of aluminum 
building materials, 


—o 


Conservatory, U. S. Botanical Gardens 
RCA Buildings, New York, N. Y. Washington, D. б, 
Reinhard & Hofmeister, Corbett, Harrison David Lynn and Bennett, 
жин 


& MacMurray, and Hood & Fouilhoux, Architects Parsons and Frost, Architects 


М 
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More than 8,000 
Alcoa Aluminum 
Spandrels are 
installed on the 
magnificent Radio 
City buildings in 
New York. The ball- 
burnished finish 
gave a slate-gray 
effect at the start, 
and has since toned 
down to a darker 
gray, blending 
harmoniously with 
the stonework. 


Despite the warm, moist air in the gardens, 
the all-aluminum superstructure is in 
excellent condition. Here is one of the 

earliest structural applications of aluminum. 
No effort has been made to maintain the 
surface appearance, yet even in an atmosphere 
trying to most metals, no corrosion 

problem has been experienced, 


m seuscauencescessceens т С СС 


Pennsylvania State Office Bullding 
Pittsburgh, Pa. 
Altenhof & Bown, Architects 


Equitable Savings & Loan Association 
Portland, Oregon 
Pietro Belluschi, Architect 


This building is 
considered to be 
the first true 
application of 
aluminum in 
curtain wall con- 
struction. There's 
no masonry surface 
at all above the 
first floor. All of 
the glass and 
metal panels are 
held in 

aluminum frames. 


This majestic 16-story government building 
of Alcoa Architectural Blue-Finish Aluminum is 
highlighted with satin-finish natural 

aluminum windows and mullions. It is typical 

of the “new look” for architecture which is made 
possible through the use of aluminum in 


eurtain wall лампом 


A salute from Alcoa 
commemorating the 


AIA’s 100th Anniversary 


Architecture’s 


aluminum 


MILESTONE. 


...all of 


Alcoa Aluminum 


No account of architecture's aluminum 
milestones would be complete without 
mentioning three additional buildings not 
shown here. The first is the Monadnock 
Building, erected in Chicago in 1891. 
Architects Burnham and Root were 
among the pioneers in using aluminum 
for stair railings, sliding doors and 
enclosures around elevators. The second, 
building is the Bessemer Building 

in Pittsburgh. Designed by Architect 
Grosner Aterbury, it made important use 
of aluminum. The last building, 
important because of its use of 
aluminum column caps, is the Frick 
Building in Pittsburgh. Architect: 
Daniel H. Burnham. These buildings 
with aluminum applications 

are still in use. 


Within the last decade, the use of 
aluminum in building has spurted 
forward at a rate that staggers 

the imagination. It has influenced design 
in all forms of architecture. This 

has happened because aluminum offers 
so many compelling advantages. 


Aside from its aesthetic possibilities, 
which is a subject in itself, practical 
economics favor aluminum tremendously. 
It is easy to erect, light in weight and 
practically maintenance-free. Architects 
who, as a group, are better able 

than anyone else to judge a product 

on its true merits, are behind the 
movement to more widespread use of 
aluminum. Every day, more architects 
capitalize on the inherent advantages 

of this wonder metal — truly the building 
material of tomorrow, available today. 
ALUMINUM COMPANY OF AMERICA, 
1890-E Alcoa Building, Pittsburgh 19, Pa, 


Your Guide to the 
Best in Aluminum Value 


An Unbeatable 
Combination 


ROBERTSON VENTILATORS 
meade from 
ROBERTSON GALBESTOS 


ROBERTSON GALBESTOS 
Ventilators 


H. H. ROBERTSON COMPANY 


2405 Farmers Bank Building, Pittsburgh 22, Pa. 


In England—Robertson Thain Ltd., Ellesmere Port, Cheshire 
In Canada—Robertson-Irwin Ltd., Hamilton, Ontario 


Please send information on Robertson Ventilators. 


NAME 


COMPANY. 


ADDRESS. 


You will design years of maintenance free service li 
into your buildings by using either round or rid; 
type Robertson Ventilators made of Galbestos. Veni 
lators are potentially the points of greatest conce 
in a building because of their exposure to corrosit 
from outside and from within and the difficulty 

keeping them painted. Robertson Galbestos Ven! 
lators require no painting, and will last as long as t! 
roof and walls—where Robertson has long been t 
world's standard. The use of Galbestos in their man 
facture enables Robertson Ventilators to withstai 
extreme weather and highly corrosive industrial fum 
over long periods without maintenance. | 


First—the steel core is 
pickled. 


Third—Asbestos felt, op- 
plied under great pres- 
sure, forms a metallic bond 


N 5 SS “ 


is given on asphaltic im- 
pregnation. 


Fifth—A tough, thick 
waterproof outer coating 
is applied. 


There is no substitute for "A protection that Galbestos can : 


As shown in the cutaway illustration above, Galba 
employs a unique means of bonding the mul 
coatings to the metal core. This exclusive methd 
manufacture produces a tough, corrosion-resis| 
and weather-resistant roofing and siding ma 

which provides long service life without mainten: 
of any kind. You get complete protection— las 
protection and efficient ventilation — when you sp 

Robertson Ventilators made of Galbestos. 


'The economical value of Robertson Ventilato 
not only in their long range qualities of duraH 
and maintenance freedom, but also in their excl 
design and construction features. When they а 
stalled according to a Robertson Engineered 
lation Recommendation, you will obtain effi 
ventilation with the fewest number of units 
resulting in lower cost. For complete detailg 
engineering assistance, send in the coupon. 


but 


1957: George Washington Elementory School, Syracuse, N. Y. 
Pederson & Hueber, Architects 


1928: John A. Nichols School, Syracuse, N. Y. 
Albert 1. Brockway, Architect 


KOPPERS COAL-TAR PITCH 
is still the best roofing material 


The John A. Nichols School in Syracuse, N. Y., 
was an expression of the latest thinking in school 
architecture when it was constructed in 1928. In 
marked contrast is Pederson & Hueber’s recent 
design for the George Washington School, since 
it reflects the modern trend toward functional, 
single-story construction. 

Building design certainly changes . . . but the 
Koppers Coal-Tar Pitch Roof is still acknowl- 
edged as the top-quality built-up roof by architects 
the country over. Just as the Koppers flat roof on 


a 


KOPPERS 
» 4 


the Nichols School has outlived its 20-year bond 
by 9 years, so can clients throughout the country 
testify to the long, trouble-free performance of 
coal-tar pitch roofing materials. It’s the outstand- 
ing waterproofing and self-healing properties of 
coal tar that make this kind of service possible. 
We'd like to give you all the reasons behind coal 
tar’s success. The Koppers representative in your 
area will be glad to make an appointment; or 
write for full information to Koppers Company, 
Inc., Tar Products Division, Pittsburgh 19, Pa. 


COAL-TAR PITCH ROOFING 
District Offices: Boston, Chicago, Los Angeles, New York, 


Pittsburgh and Woodward, Ala, 


building design changes... 


May 1957 47 


new permaCushion' rock maple 


Rosedale High School Gym, Kansas City, Kan. 


Architect: Jos, W, Radotinsky, Kansas City, Kan, 
Installer: Austin Flooring Co., Kansas City, Kan. 


Architect Jos. W. Radotinsky says the 
installation is “proving very satisfactory. 
‘Coaches and players as well as visiting 
hes, players and officials have com- 


mented quite favorably on the resiliency 
of the floor . . . it is a first-class instal- 
lation. As architects, we will be pleased 
to recommend this floor to clients." 
Similar comments on the nearly one-half 
million feet of PermaCushion floors now 
in use attest to its acceptance. 
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the only truly resilient free-floating 
floor with dimensional stability. 


Here's the floor that has permanent resiliency and dimen- 
sional stability built right into it. It's the new PermaCushion* 
system, the floor that actually floats on GRS resilient pads 
and is entirely separated from slab and other structural mem- 
bers. The unique construction of the specially engineered and 
compounded pads cushions the floor to assure uniform, per- 
manent resiliency. And since no part of the floor is anchored 
to slab, the entire system can expand and contract without 
warping, "buckling," or "cupping." This ability to relieve 
stress results in dimensional stability unmatched by virtually 
any other floor, 


Besides its resiliency, stability and the natural beauty and 
warmth of wood, PermaCushion offers such benefits as elimina- 
tion of moisture transmission from slab, a warm, dry subfloor 
assured by cross ventilation under the floor, unusual long- 
wearing qualities and great structural strength, And compared 
to substitute floors, it’s remarkably economical in the long run. 


For your next gymnasium or auditorium job, look into the 
advantages of PermaCushion. For full details, and the name 
of your nearest authorized contractor, write Robbins Flooring 
Company, Reed City, Michigan, Attn: Dept. PA 557 


Developed especially for the PermaCushion floor system, 
Dri-Vac vacuum preservative treatment is available on all 
Robbins flooring for economical protection against moisture 
absorption, shrinking, swelling, grain raising and checking 
plus complete protection against termites and fungi attack, 


ROBBINS FLOORING COMPANY 


T Patent Pending 
"Т.М. Reg. U.S. Of. Reed City and Ishpeming, Michigan 
Manufacturers of the popular Ironbound* 

Continuous Strip* Hard Maple Floor 


gym floor 


Designed ir in accordance with specifications | adopied by Al. 


CROP TAR, кекс srrustares; dared January, ТУУ, 


It's Wheeling Tri-Rib Steel Roof Deck! 


Notice the broad, open interior. Provides more 
usable floor space, easier vehicular travel and more 
efficient materials handling. All this is possible be- 
cause lighter, stronger Tri-Rib Roof Deck permits 
fewer supporting columns as well as shallower 
footings, no sub-purlins. Tri-Rib also made it 
easier to install and frame the skylights and venti- 
lators... and improved visibility throughout the 
entire warehouse without artificial light. 


WHEELING CORRUGATING COMPANY 
IT’S WHEELING STEEL 


By painting the underside of Wheeling Tri-Rib 
white the owners were also afforded a functional, 
efficient ceiling at the same time. A considerable 
savings in itself. 


Wheeling Tri-Rib is made of Cop-R-Loy steel for 
longer, dependable life. 


For full details see our catalog in Sweet's or contact 
a Wheeling warehouse or sales office. 


* WHEELING, WEST VIRGINIA qu т 


Atlanta Boston Buffalo Chicago Columbus Detroit Houston Kansas City Louisville Minneapolis New Orleans New York Philadelphia Richmond St. Louis 
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New acoustical ceiling features 
distinctive textured design 
in wood fiber tile 


Exclusive textured styling in Armstrong 


brings luxurious look to low-price field 
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The exclusive new surface styling of Armstron; 
tures natural fissuring and over-all texturing. 
features soak up as much as 75% of the sound that strikes them. 


ere's a brand-new concept in acous- 

tical ceiling design . . . rich, distinc- 
tive fissuring on a random, textured 
background. It’s an economical wood 
fiber tile styled to match the luxurious 
beauty of costlier materials. 

The exclusive textured design now 
available in Cushiontone offers archi- 
tects and interior designers an oppor- 
tunity to specify up-to-date, high- 
styled ceilings in homes, offices, and 


Cushiontone fea- 


ese noise-trapping ments any 


comforta 


commercial areas at moderate cost. 

This new material is made in both 
tongue-and-groove and butt edge joint. 
It’s available in 12" x 12” апа 12" х 
24" size and %6” and 34" thicknesses. 
Like the popular full random styling, 
Cushiontone in the textured design can 
be installed by cementing, stapling, or 
mechanical suspension. 

The new Cushiontone's flame-resist- 
ant finish classifies it as a "Class C" 


The luxurious effect of this new Cushiontone ceiling compli- 
of room décor. It brings fresh new beauty as well 
quiet to both commercial and residential interiors. 


(slow burning) tile. This finish meets 
the requirements of Federal Specifica- 
tion SS-A-118b.  Repainting, when 
necessary, can be done by either brush 
or spray gun without affecting the 
acoustical efficiency of the material. 

For more information on this decora- 
tive new ceiling material, send for the 
free booklet, *Armstrong Cushiontone." 
Write Armstrong Cork Company, 4205 
Watson St., Lancaster, Pennsylvania, 


(Armstrong ACOUSTICAL CEILINGS 


Cushiontone® * Travertone* * Arrestone® • Crestone® * Minatone® * Corkoustic® • Perforated Asbestos Board 
" TRADE-MARK 
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FRANK ADAM EQUIPMENT SELECTED 
for Great Neck Junior-Senior High Schools 


Circuit protection of the highest type. That is what officials of the Great 
Neck, N. Y. new Junior-Senior High Schools, built to accomodate 2600 
pupils, at a cost of $8,950,000 wanted. 


And that is exactly what they got when they choose equipment bearing the 
trade-mark @ for the control and distribution of power and light in the 

new schools — equipment that is the finest in safety and dependability and will 
give long-lasting and trouble-free service. 


Schools and colleges—and all other buildings for that matter—are entitled 
to the finest in circuit protection. You can provide it simply by including 
@ products in all your future plans and specifications. 


For complete information on all Frank Adam 
products contact your nearest @ representative, 
listed in Sweets, or write to home office. 


LaPierre, Litchfield 

& Partners, Architects 
Albert Fentzlaff, INC., 
Mechanical Engineers 
Gustave B. Weiser, 
Electrical Engineers 
Heckler Electric Co., 
Electrical Contractor 


@ Circuit Breaker 
Switchboard which 
includes the latest 
features in automatic 
circuit protection 

for main and feeder 
circuits. 


«Э Feeder 
Busduct which is 

particularly ideal for 
conducting current from 
Service Entrance to 
distribution center. 


Ф Circuit 
Breaker 
Lighting Panel- 
boards featuring 
QS Quicklag S and 
QP Quicklag P 
Circuit Breakers 
provide safe dependable 
automatic circuit 
protection against short 
circuits and overloads. 


makers of 


@ Circuit Breaker Feeder Panelboards— 
with automatic circuit protection provide 
extra safety (no overloading) and extra 
convenience (nothing to replace). Ideal for 
all school installations. 


КЕПП 


@ Stage Lighting Control 
Boards—for manual 
Switching and dimmer control. 
Available for both large or 
small auditoriums. 


FRANK ADAM 
ELECTRIC COMPANY 


MAIN P. O. BOX 357 ST. LOUIS 3, MO. 


busduct + panelboards + switchboards + service equipment 
safety switches • load centers * Quikheter 


prosaic SUB 


NATION 


ЈЕСТ + ARCHITECT 


AL ACCLAIM 


Architect: W. Е. Bernbrock, Moline, Illinois 


Even the drab lumber yard — given the imaginative design and functional 
beauty of an architect's touch — can win local sales and national acclaim. Such is 
the experience of Builders Lumber Company, Moline, Illinois, where Rilco 
laminated-wood beams and deck help express the dramatic "open feeling" that 
seems to say “welcome” to customers. 


While only a small portion of the complete structure, this store area has become 
the focal point which lifts this building out of the ordinary. Interest and sales have 
increased to a "happy" degree. 


Rilco laminated-wood arches, beams, purlins, trusses and deck offer unlimited 
variations that stimulate new, interesting and practical design at low cost. For 
complete information just write 


Note mezzanine supported from above and below by 


Rilco laminated wood beams 
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RILCO LAMINATED PRODUCTS, INC. 


W817 Ist National Bank Bldg., St. Paul 1, Minnesota 
District Offices: Newark, N. J., Fort Wayne, Ind., Tacoma, Wash, 


BEST BET. As many as 40,000 people a 
day have thronged famous Pimlico Race 
Track... 
have crossed the betting area below, sub- 
jecting it to abrasive wear. ... 


and thousands of shuffling feet 


и я 


Owner: Maryland Jockey Club Inc. Architect: Arnold Cigahn, Tampa, Fla. Contractor: Housing Engineering Co., Baltimore, Md. 


HARCOL hardened and colored these concrete floors 


The owners and builders of Pimlico chose 
Sonneborn’s HARCOL to give a traffic- 
resistant, colorful surface to concrete floor 
areas of their Grandstand and Club House 
Building. 


HARCOL REDI-MIXED meets the speci- 
fications for a non-metallic surface hard- 
ener. HARCOL minimizes dusting and is 
highly resistant to traffic. Color retention 


Since 1903 manufacturers of quality building products. 


A Product of Sonneborn RESEARCH 


is maximum. A special manufacturing 
process gives uniform color distribution. 


HARCOL REDI-MIXEDis “ready-to-use” 
as the floor topping is laid . . . and may be 
used in interior and exterior areas, Select 
your color from our chart of attractive 
alkali, lime-resistant fast colors. Remem- 
ber; a beautifully-colored HARCOL sur- 
face is easily maintained. 


1. SONNEBORN SONS, INC. 
Building Products Division—Dept. P-5 
404 Fourth Ave., New York 16, N. Y. 


Gentlemen: 


We are interested in information on 
HARCOL REDI-MIXED Non- 
Metallic Colored Hardener. 


Also include free copy of your 128 
page Building Construction and 
Maintenance Handbook. 


Г] 
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Ready for the Lupton Windows. Completed Fast, clean installation. Lupton Metal Windows Adjustable ventilation. Projected in at bottom 
installation of outer mullions before erection of are delivered ready for immediate placement. or out at top, these Lupton Windows provide 
Lupton Windows. Notice outstanding simplicity— With mullions in place, workmen put up Lupton immediate controlled ventilation with maximum 
the windows themselves become the walls in this window sections from within building—fast, light, are tight-fitting and rattle-free. 

all-Lupton installation. inexpensively. 
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KELLOGG HIGH SCHOOL, Kellogg, Idaho. Architects: Culler, Gale, Martell & Norrie, Spokane, Wash.: Perkins & Will, Chicago, Wil. Contractor: Johnson-Busboom-Rauh, Spokane, Wash. Photograph by Hedrick-Blessing 


LUPTON METAL WINDOWS 


bring maximum light and air to Kellogg High School 


With this ultra-modern consolidation school the com- 
munity of Kellogg, Idaho, voices its pride and civic- 
mindedness. Thanks to these walls of LUPTON engi- 
neered metal windows, bountiful ventilation and light 
are made available throughout the building. 


Working together with school authorities to typify com- 
munity solidarity, the architects conceived this 
building design which embodies a continuous wall of 
windows. Bright yellow-painted steel mullions and red 
muntins provide a joyful frame to the impressive view 
through the 513 LUPTON Steel Architectural Pro- 
jected Windows. 


Certain extreme climatie conditions (wind and dust 
storms; smoke from nearby Bunker Hill smelter; a wide 
variance in atmospheric temperatures) made the selec- 
tion of materials unusually important. Ruggedness and 
simplicity characterize the construction, and are epito- 
mized in the modern, precisely-engineered walls of 
tight-fitting LUPTON Windows. 


The Kellogg High School project reflects a growing 


movement towards the use of entire walls comprised of 
LUPTON Windows in schools, hospitals, and other 
modern buildings. LUPTON’s 75 years’ experience in 
metal-window and curtain-wall manufacture merits 
your complete investigation— look first in the Architec- 
tural File (Sweet's) for the Michael Flynn Catalog, and 
then consult the Yellow Pages under "Windows— 
Metal." Or write for specific additional information on 
LUPTON Metal Windows and Aluminum Curtain- 
Wall Systems. 


LUPTON 


METAL WINDOWS AND CURTAIN WALLS 


MICHAEL FLYNN MANUFACTURING COMPANY 
Main Office and Plant: 700 E. Godfrey Ave., Phila. 24, Pa. 


CONGRATULATIONS, AIA! Michael Flynn Manufacturing 
Company joins the other members of the Producers' Council 
in extending best wishes on the occasion of your 100th 
anniversary celebration May 14-17. 
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[224728 overhead concealed door closers 
) 


Outstanding example of cooperative planning, famed Paul Laurence Dunbor Vocational High 


School, Chicago Public Schools. Holabird and Root and Burgee, architects, Chicago, 


THE ONLY FITTING CLOSER 
for shallow head jambs like these ! 


with complete control of open- 
ing and closing action BUILT-IN 


two independent closing speed ad- 
justments—one controlling the closing 
speed from open to 15°, the other from 
15° to closed position. 


built-in door holder—where specified, 
holds door at any one choice of four 
positions. 


hydraulic shock absorber (back-check) 
—absorbs the force of violent openings. 


spring cushion door stop—door is 


"cushion stopped" at choice of any one 
of four positions. 


THE OSCAR C. 


9100 west belmont avenue * 
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| the most compact — only 2%”х2%”х17” long 


These RIXSON no. 225 closers not only meet the require- 
ments of narrow style head jambs but have ample power to 


dependably control heavy entrance doors under all con- 


ditions. Being completely concealed, no mechanisms or 


protruding arms are exposed to be tampered with or mar 


the appearance of the modern entrance. Available in three 
sizes for both center hung and butt hung installations. 


Write for complete details and template information. 


COMPANY 


ranklin park, illinois 


CANADIAN PLANT: 


The Oscar C. Rixson Co. (Canada) Ltd. 


43 Racine Rd. * Rexdale, Ontario 


Why not add a comprehensive 


Engineered Color Study to your plans? 


ODAY, nearly everyone who owns or operates 

an industrial, commercial or service enter- 
prise recognizes the importance of the effect of 
color environment on people. 


€ You can often make your plans more accept- 
able to clients by including a detailed color 
program. Why not let us submit engineered 
color recommendations to go with your plans? 

These recommendations are based upon the Le pee сорс тет otim eas pede dig the 
principles of COLOR DYNAMICS, Pitts- correct types of coatings for every kind of material and construction. 
burgh’s modern painting system which has 
demonstrated its ability to improve productive 
efficiency, morale and well-being in many fields. 


€ We'll be glad to make such a detailed study without cost or obligation 
to you. Simply call your nearest Pittsburgh Plate Glass Company branch 
and arrange to have one of our color experts see you at your conven- 
ience, Or mail this coupon. 


— — — — MAIL THIS COUPON TODAY ————1 


Pittsburgh Plate Glass Company 
Point Division, Dept. PA-57 
Pittsburgh 22, Ра. 


Gentlemen: 


[O Please have your representative provide us with further 
information about Pittsburgh's Free COLOR DYNAMICS 
engineering service for architects. 

[ Please send free copy of your booklet on COLOR 


Additional information on COLOR DYNAMICS in Sweet's Architectural File, Section 14/Pi. DYNAMICS for — — industry; hospitals; schools; 
— — commercial buildings. 
NAME 
PittsBuRGH PAINTS | = 
PAINTS « GLASS + CHEMICALS + BRUSHES + PLASTICS + FIBER GLASS em. COUNTY. STATE — 


ee 2===55289 


Tn Y ҮШ ШЫ ШП ШШ ОИ. 


IN CANADA: CANADIAN PITTSBURGH INDUSTRIES LIMITED 
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Kawneer unit wall and sun control products 


Eig Egr : | KAWNEER UNIT WALL 


This standardized exterior wall system offers the 
built-in versatility so necessary in school con- 
struction. Wall modules are available in a range 
of heights and widths . . . fixed or operating sash 
can be provided . . . insulated panels can be 
finished in a choice of colored porcelain enamel 
or alumilited aluminum . . . flush or glazed doors 
are available. This flexible system is engineered 
to provide unusual weathering features to resist 
water and air infiltration. Investigate— you'll 
find the clean, contemporary design of Kawneer 
Unit Wall an economical answer to school build- 


SSS ing problems. 


KAWNEER UNIT WALL—Madonna High School, 
Chicago, Illinois. C. I. Krajewski, Architect-Engineer. 


KAWNEER K-LOUVER 


Direct sun light, reflected glare and intense sun 
heat sap student and teacher interest and initia- 
tive. Effective control of all these elements is 
easily achieved through Kawneer K-Louver ap- 
plications regardless of climate characteristics, 
uilding orientation or building size or design. 
Open louver design allows natural air circulation 
. eliminates heat pockets. Concave-convex 
louver shape diffuses harsh sun rays . . . provides 
soft, uniform light throughout the room. Avail- 
able in fixed or operating form for vertical or 
horizontal applications that meet any sun control 
requirement, 


KAWNEER K-LOUVER-Rowland Union School, 
Puente, California. Lee B. Kline, A.1.A., Foster Simpson, 
Illuminating Engineer. 


KAWNEER CANOPY 


Year "round light and weather control is a simple 
exercise for Kawneer Canopy. Bus loading points, 
entranceways and walkways between school 
buildings can be effectively sheltered regardless 
of climate demands. Open overlap of Kawneer's 
distinctive “W” sha sections allows diffused 
light to filter through, but provides positive pro- 
tection against wind, rain and snow. Range of 
widths offers enough flexibility to meet most 
sheltering requirements. 


KAWNEER CANOPY—Crockett Junior High School, 
Irving, Texas. Wyatt-Hedrick, Architects. 
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ROBBINS FLOOR PRODUCTS, INC. 


Tuscumbia, Alabama 


| 


Named 


T 


1 


- 


ROBBINS METALTONE VINYL TILE, in bronze, was used in this section of Standard-Vacuum's execu- 
tive dining room to achieve contrast in the over-all decor. 


DESIGNER ACHIEVES VARIETY 
AND UNITY IN SPITE OF 
VAST FLOOR SPACE 


Achieving both variety and unity in 
a floor area covering 250,000 square 
feet is not an easy job for even the 
most versatile designer. Yet this was 
the problem Mrs. Helen O'Connell, in- 
terior designer for Eggers and Hig- 
gins, Architects, faced and solved in 
decorating Standard-Vacuum Oil 
Company's new international head- 


quarters at White Plains, New York. 

Mrs. O'Connell utilized celadon 
green and terra cotta as key colors on 
the corridor walls to achieve color har- 
mony throughout the building. This 
decor was enhanced by a special beige 
tone vinyl floor tile specified by Mrs. 
O'Connell and made to her directions 
by Robbins Floor Products. 


PROOF OF PERFORMANCE 


Between 20- and 30-million people have tramped 
across these tiles since they were installed 5% 
years ago in Langley's Cafeteria, New York 
City. Located at the entrance to the upstairs 
dining area, they have been scuffed and scraped 
hundreds of times daily. Yet they are still bright 
and beautiful—removed only because the cafe- 
teria is being replaced by a new building. 


I 
floors 


PEOPLE PRAISE POMPEIIAN 


A number of architects and designers are 
already creating new designs utilizing our 
Pompeiian floor tile, the first vinyl tile ever 
to capture the surface appearance and tex- 
ture of true marble. Pompeiian's natural lus- 
tre and easy maintenance enhance all kinds 
of areas in institutions, residences and com- 
mercial buildings at very low cost. 


GOT PLANS ON THE BOARD? 


Then you'll find this Robbins’ Architects Sam- 
ples Kit invaluable. It contains all the styles 
and colors in our vinyl, rubber and cork floor 
tiles, It's worth $50 yet we're offering it free 
to every architect, Write today, on your let- 
terhead, please. 

Or if your kit needs replenishing, send it 
to us, We'll refill—add samples—return it to 
yov. No obligation, of course. 


LIKE A FIRST-HAND LOOK? 


Do you know "What's New?” in floor styling, 
installation and maintenance? Or would you 
like to see how we make those fabulous 
floors? Robbins regularly invites architects to 
fly down to our Tuscumbia plant. Now we've 
expanded our fleet—acquired a Lockheed 
Lodestar to speed up these trips. This year, 
108 trips are scheduled from all over the 
country. Just coll your Robbins distributor 
(he's listed in the classified section of your 
phone book)—he'll gladly make arrange- 
ments for you to enjoy some of our special 
Tuscumbio-brand Southern hospitality. 


ARCHITECTS Like to know more about Robbins fabulous tiles? See Sweet's or write us for complete details. 
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Aluminum Awning Curtain Wall by— 


McClintock Junior High School, Charlotte, North Carolina. 
Valeo Aluminum Curtain Wall, Uelco Series 200 Awning Win- 
lows. 


Nature provides a comfortable, healthful atmos- 
phere in this Charlotte school, and Ualco Alum- 
inum Awning Curtain Wall gives Nature a 
hand. Natural light from ceiling-high Ualco 
Awning Windows relieves the tedium of learn- 
ing. Natural supply of fresh air is easily 
controlled. 


Operation is torque bar with strip-proof, cen- 
ter-located, offset roto-operator. All-round, 
bulb-vinyl weatherstripping. Positive, leak-proof 
closure.* Endless freedom of design. 


Standard parts and assembly simplify erection 
of Ualco Curtain Wall. Ualco Aluminum Inter- 
mediate Projected (weatherstripping optional) 


Curtain Wall also available. Ualco Lifetime Aluminum Awning Windows provide a natural 
supply of fresh air, easily controlled, draft-free. 


*Pittsburgh Testing Laboratory 


Read the Ualco Сапат Wall story in Sweet’s— ФА ES 178 


WAREHOUSES AND SALES OFFICES 

Southern Sash of Montgomery, Inc. 

506 North Court Street, Montgomery, Alabama 
Southern Sash of New Je: inc. 

622 Pearl Street, th, New Jersey 
Southern Sash of Florida, Я 

1035 East 26th, Hialeah, Florida 
Southern Sash of California, Inc. 

14923 Oxnard Street, Van Nuys, California 
Southern Sash of Ohio, Inc. 

1205 Liberty Ave., S. E., Canton, Ohio 


m 
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Tampa ric Company building, 

Д Татра, Architect: Eliot C. Fletcher, 
Tampa; Engineer and General Contractor: 
Stone & We Engineering Corporation 


Conditioning 
ampa Armature 


i of Boston 
Contracto 


Works, Inc., 


EC mw 
A BAA чы 


The right atmosphere 
calls for quality air conditioning 


“custom” controlled 


HE "RIGHT ATMOSPHERE" provided by quality air conditioning offers so many 

desirable benefits that no client really wants to build or remodel without it. 
For who would deny the benefits of year-round comfort, better health and efficiency 
of employees, improved customer good-will? 

And modern Honeywell customized control tailors quality air conditioning 
systems to the individual needs and spaces of any building so that precisely the 
right atmosphere is assured for every room and area— every day of the year. 

The new Tampa Electric Company building is an excellent example of this, A 
200-ton centrifugal refrigerating machine operating on the heat-pump principle 
furnishes both heating and cooling to the building. Temperatures in 17 large public 
zones are read and adjusted quickly at a central panel. Individual room thermostats 
in private offices give each occupant personal temperature selection. 

So when you plan air conditioning for your clients, do it right. Specify Honeywell 
customized control—for in many important ways the quality of the control system 
determines the caliber of the comfort system. 

To learn more about Honeywell customized control, call your local Honeywell 
office. Or, write Minneapolis-Honeywell, Dept. PA-5-164, Minneapolis 8, Minn. 


Master Control Panel “Displays” 
Building Comfort, Cuts Operating Costs 


Tampa Electric Company dramatically demonstrates a new 
use for electric power—a heat pump for both heating and 
cooling—by prominent display of the Supervisory 
DataCenter control panel in the lobby of the building. In 
addition, by centralizing all controls, one man at one loca- 
tion can supervise comfort throughout the building by 
monitoring and controlling operating equipment in the 
air conditioning system. This adds efficiency, prevents 
expensive equipment breakdowns and reduces demands 
on maintenance personnel's time. Only Honeywell has the 
experience and the complete control line to provide an 
installation that so effectively ties in all types of control, 
so well adapts to any building. 


ipti Honeywell 


Round ... World's 
Most Popular 


Thermostat ; Fist tits (бым). 


ILill 


Right atmosphere of entire building is well-illustrated by appear- 
ance and comfort of secret 1 area. Employees work more effi- 
ciently, enjoy comfort provided by quality air conditioning, custom 
controlled. Comfort level here, as in other open areas throughout 
the building, is monitored and adjusted at central control panel. 


Siding, 
Roofing 
and Ceiling... 


Industry 
builds better with 


REYNOLDS / 


The building at the top, Century E oie Co. of 
Jackson, Miss., illustrates Reynoside... Reynolds 
Lifetime Aluminum ribbed-embossed siding. 
Shown in small silhouette is the 140,000 square 
foot roof of the Mack 'Trucks storage building, 
Allentown, Pa., covered with Reynolds Lifetime 
Aluminum Industrial Corrugated. And the photo 
at bottom right shows the ReynoCoustic ceiling 
of the Marion Electrical Instrument Company, 
Manchester, New Hampshire. 


Together these installations demonstrate the 
many advantages of aluminum in industrial con- 
struction. As an exterior, it is rustproof, corro- 
sion-resistant and heat-reflective...low in applied 


Lifetime 


TRADE p дый 


'ALUMINUM 


cost, low in maintenance. And in the form of 
ReynoCoustic, it is not only a highly efficient 
noise absorber...it can also provide a superior 
air-conditioning plenum. The Marion Company 
is enthusiastic about its draft-free distribution 
of clean, conditioned air to all points. 


A complete installation service is available. For 
name of nearest franchised Jobber-Erector or 
Acoustical Applicator, call the Reynolds office 
listed under “Building Materials” in classified 
phone books of principal cities. Or write to 
Reynolds Metals Company, Building Products 
Division, 2046 S. Ninth Street, Louisville 1, Ky. 


See “Circus Boy”, Reynolds dramatic adventure series, Sundays, NBC-TV Network. 


REYNOLDS 28 ALUMINUM 


BUILDING PRODUCTS 
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_ The gym floor 
that} passes е 


sa mighty strong claim and 
Haven fact. 
Wau want resiliency... Kreolite 
ШЕШШ? Strip End Grain Wood 
ШОШ Floors have excellent 
zushioning qualities... you can 
Gewally fee! this resiliency. They 
Gre safer too, because they are 
Splinter-proof. 
Naturally, you want beauty that's 
long lasting, that requires a 
minimum of maintenance. Well, 
Kreolite has it. 
Everyone has to stretch budgets 
BEAUTY these days, and Kreolite is easier 
on the budget, because it is most 
economical to install and maintain, 
à So, get all the facts on Kreolite, 
ES RESILIENCE the floor for gyms, multi-purpose 


э 
AJ 


rooms or shops... it’s the floor 
FOY v that passes every test. 
Chay ECONOMY Write today for complete 
иі 9 specifications. 
RABILITY The Jennison-Wright Corp. 


TOLEDO 9, OHIO 


KREOLITE "Dt END GRAIN 


WOOD BLOCK FLOORS 


May 1957 67 


American Hardware Mutual Insurance Company, Minneapolis, 
Minnesota, showing Acousti-Celotex Celotone* Fissured Mineral 
Fiber Tile installed with lighting and oir conditioning components. 
Architects: Thorshov & Cerny, Inc. Acoustical Contractor: Insula- 
tion Sales Company. 


Planned. to be Beautiful 


—INTEGRATED LIGHT AND SOUND CONDITIONING! 


Efficiency, Attractiveness Combined through 
Coordinated Talents of Architects, 
Owners, Contractors, and Manufacturers 
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Shown here are outstanding examples of completely integrated 
ceiling systems in offices. Close coordination of architects with 
skilled contractors in related fields results in ceilings designed 
to bean active, working part of a modern building. Such ceilings, 
as those illustrated, provide balanced environments of light-, air-, 
and sound-conditioning . . . and are unusually attractive as well. 
Today, Acousti-Celotex Distributors are being consulted more 
and more in the early planning stages of buildings . . . because of 
their specialized knowledge of ceiling potentials. They stand 
ready to cooperate with you in all of your specific projects. 


FOR COMPLETE DETAILS on Acousti-Celotex Sound Conditioning Tile, 
Acousti-Lux Translucent Panels, and their many installation system possi- 
bilities, write to The Celotex Corporation, Dept. C-57, 120 S. La Salle St., 
Chicago 3, Illinois. Фасо. u. э. pat. от, ty. в. pat. mos. 2,218,992 а 2,710,208 


2 


Offices at 15 South Ninth Street, Minneapolis, Minnesota, 
Ceiling installation includes Celotone Fissured Mineral 
Fiber Tile and Acousti-Lux*t Translucent Panels (Roman 
Circles pattern). Owners: United Properties, Inc, 


Acoustical Contractor: Insulation Sales Company. 


Products to Meet Every Sound Condi 


ming Problem... Every Building 


Acousn-Ceotex 


N REGISTERED Us S. РАТ, OFF. 
S QUE РА 
TRADE MARK 


Codo 


The Celotex Corporation, 120 S. La Salle St., Chicago 3, Illinois 


In Conada: Dominion Sound Equipments, Ltd, Montreal, Quebec 


May 1957 


69 


70 


Bring this new WIRETITE Ceiling System 


INUTES SPENT with this “in-use” desk-top demon- 
stration can save you Jours of planning time—and 
give you low-cost fire-protected ceilings that last for years/ 
More and more architects are relying on suspended and 
furred ceilings of gypsum lath and plaster. Gold Bond 
makes this construction easier, and more economical, with 
the NEW WireTite Ceiling System. Ask your Gold Bond 
representative to stop in with this kit — you'll see these 
WireTite features: 
Quickly Installed. Only three types of clips used — all readily 
installed by the lather. 
Field clips interlock... with fast, positive, secure action. Just 
snap them over the channel, draw taut across face of lath 
and lock ends firmly into arms of preceding clips. 
Fire-Resistant. Low-cost fire-protection for metal decks, steel 
joists and utility routings. System can be varied for protec- 
tion from one to four hours. 


LATH AND PLASTER 


Progressive Architecture 


down to your desk level 


2% minutes with this display and you'll 


know all about Gold Bond WireTite 


Added Strength, Adaptable. WireTite clips, imbedded in base- 
coat plaster, give additional reinforcement. Easily installed 
around recessed ceiling areas for flush lightning fixtures, 
air diffusers, 

Specify Gold Bond Gypsum Lath, Plaster and Finish 
Lime with this system — you'll benefit from Gold Bond's 
“Undivided Responsibility” policy. 

For data on Gold Bond? WireTite Ceiling System, write 
National Gypsum Company, Dept. PA-57, Buffalo 2, N. Y. 


Gold Bond 


BUILDING PRODUCTS 


The thinnest fixture ever designed w 


FOUR LIGHT (as shown): 234" x 2534" x 48% 


TWO LIGHT: 2?4" x 1442" x 4834" 


tfi NU) ШУЛ Ceiloe 35 


This beautiful surface-mount fixture is only 
234" deep, the thinnest ever designed with- 
out panels or strips to conceal the ballasts. 
In the Ceilo-35, the ballasts are mounted in 
the sides, an exclusive Gibson development 


which provides a smooth, unbroken panel 


of light. 


Makers of the world's most versatile fixtures 


Not only is this new fixture the best- 
looking you ever saw, it has many new and 
practical design features to make installation 


faster and maintenance easier. 


WRITE TODAY FOR COMPLETE INFORMATION 


PAT, PEND, 


1919 Piedmont Circle, N.E., Atlanta 9, Georgia 


ith no dark areas 
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Education and Recreation... 


| 
: 


Nobody knows school dquipment 
like Brunswick 


If your school problem involves seating or storage, your Brunswick 
representative can help you find the answer. He brings you the broadest line of 
equipment in the educational and recreational field. He brings you the 
advantages of working through a single source. And he brings experience that 
proves nobody knows school equipment like Brunswick. All you need do is write: 
'The Brunswick-Balke-Collender Company, 623 South Wabash Avenue, 

Chicago 5, Illinois. 


= E 
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SSROOM FURNITURE * MOVABLE CLASSROOM CABINETS * FOLDING GYM SEATING 
KETBALL BACKSTOPS * FOLDING PARTITIONS * FOLDING STAGES * CLOSET WALLS 


DING WARDROBES 


ONE LINE CONTINUES TO SET THE PACE... IT 


University of Michigan's Switching Station 
Uses Youngstown “Buckeye” Conduit 
to Protect Electrical Wiring Systems . . Permanently 


University of Michigan's new, up-to-the-minute, West Hospital 
Switching Station has positive, permanent electrical system protec- 
tion—thanks to Youngstown's Full Weight Rigid Steel “Buckeye” 
Conduit. Damaging elements such as water, moisture, vapor, dust 
and dirt will never cause electrical faliure—because ‘‘Buckeye” will 
be on the job around-the-clock for the life of the building. 


Electrical systems that fail to function properly are definitely a bad 
investment—from any standpoint. So to make sure your installations 
are safe and efficient, always specify Youngstown “Buckeye” Con- 
duit—as so many of our leading owners, architects and contractors 
have done for years. 


Satisfied “Buckeye” users across-the-country report to us, “It’s easier 
to thread and bend—easier to fish wires through—and best of all, 
we get longer service life because it's so thoroughly corrosion- 
resistant." 


Leading distributors in all industrial and electrical markets are ready 
to serve you quickly and efficiently from their ample stocks. They're 
as near as your phone—why not call today? 


THE YOUNGSTOWN SHEET AND TUBE COMPANY 
Manufacturers of Carbon, Alloy and Yoloy Steel 
General Offices - Youngstown 1, Ohio 
District Sales Offices in Principal Cities 


University of 


Switching Station, 
rb: 


Engineers: Cummins & Barnard, Inc., Ann Arbor, 


Michigan 
Electrical Contractor: Electric Service Co., Ann 
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Standard-threaded rigid steel conduit is the 
only wiring system approved today by the 
National Electrical Code as moisture-, vapor-, 
dust- and explosion-proof for use in hazardous 
locations and occupancies 


Movable Steel 
Partitions 


WANew . 
and Better Way 
to Divide — 
Space... 


Woodrow Wilson Jr. 


h School at Wyandétte, 


chigan, is an outstanding "We have used Metlwal in our Woodrow Wilson Junior High School shops and are very 
satisfied with its construction and function," writes William Eiker, Assistant Superintendent 


of the Board of Education of Wyandotte, Michigan. "It wos very flexible in installation, 
xibility of Metlwal. and we could cover our conduit and plumbing without difficulty." 

INSURES Q ‘NESS 
Metlwal has the highest sound reduction properties of any known sub- 
stitute material, not excluding 4” plaster wall. In fact, Metlwal cuts 
sound transmission by 43.7 decibels at 125 cps., and even by 61 decibels 
up to 4,000 cps., louder than the scream of a high-pitched power saw. 


Aa Soparitendent, FOR NEW OR MODERNIZATION CONSTRUCTION 


Boord of Education 
Swanson Associates, Ineu 


“Architects Metlwal is ideal for schools and other new construction . . . paneling, 
General Соттон ^ — partitions, flush chalkboard, railings, counters and desk-door-or-floor- 
height enclosures . . . because of its flexibility, low first cost, low main- 
| m e Ї | W a | tenance, modern design and modern beauty. 
| Z-t/ PROSPERITY 


DIVISION or wARDOM DUSTRIES CORPORATION GET THE FULL FACTS NOW 


The Prosperity Company, Metlwal Division, 
125 Marcellus St., Syracuse, N. Y. 


Yes, I'd like to know more about the advantages, economy and ease of installing: 


etiwal P 


UALITY FREE-STANDING E] Matisa 
A Г) Metlwal, Jr. 
RTITIONS AT LOW COST 
Name. 
wick installation — private, 
Imi-private or railing height Compony- 
isions, Install with a serew- 
Add 
iver. Write for brochure. ma 
Gilg Zone. State. >м 
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Which is the best way to air condition your store? 


That depends on its size, what you sell, how much floor traffic 
you have. Here, for example, are four good ways a store 

can be air conditioned. But only a survey of your business will 
tell which of the four is best for you. So ask your 

Carrier dealer to analyze your needs and guide you in the right 
selection. Because he sells these four (and many more), 


his first interest is to recommend the type of air conditioning 


that serves you best. Call him today and be sure. Carrier] 


For more information, ask for free booklet, WE-5. Call your Carrier dealer, 


listed in the Classified Directory. Or write Carrier Corporation, Syracuse, New York. 
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Are you building a small store? Then plan to Do you run a large store? One or more of these 


use a Carrier Year-round Weathermaker* and you'll Carrier Weathermakers located throughout the area 
do two jobs at once—cooling and heating from a will give excellent results with or without ducts. 
single, compact unit. Thermostatically controlled. з Some models require no water. Quiet in operation. 


Is yours a supermarket? A large Weathermaker Do you have a department store? Carrier Sys- 
like this can be installed behind the scenes to save tem Weathermakers supplied with refrigeration 
valuable selling space. Inexpensive ducts across from a central source will give your customers 
the ceiling distribute the conditioned air uniformly. custom-tailored comfort. Little maintenance needed. 


* Reg. U.S. Pat. Off. 
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й INSTALLATION: New 

executive office addition for The 
Coca-Cola Co., Atlanta, Georgia— 
typical of the institutional prefer- 
ence for B. F. Goodrich Rubber Tile, 


For Executives 
of The Coca-Cola Co.: 


B.EGoodrich Rubber Floor Tile 


(SUPER-DENSITY KEEPS IT AT ITS SPARKLING BEST!) 


Super-Density is the result of an exclusive B. F. Goodrich SPECIFICATIONS: 26 new, 
process which compresses the rubber tile in such a way that distinctive colors (16°, 34g" and 
dirt-catching surface pores are virtually eliminated. It pro- 080 gage thickness), can be 
duces a tile with cleaner, truer colors—more polished perfec- installed om; nr above) grada. 
tion. We urge you to see, feel and compare B. F. Goodrich FOR FURTHER INFORMATION: 
Rubber tile with all others before writing specifications on See riwes UU on write БР; 


Goodrich Flooring Co., a divi- 
sion of The B. F. Goodrich 

Company, Dept. РА-5, n 
Watertown 72, Mass. 


important installations. We believe that, like the officials of 
The Coca-Cola Co., you will clearly detect the superiority of 
B. F. Goodrich—"first in rubber.” 


New "Agatine" Tile * Koroseal Tile * Asphalt Tile è Rubber Cove Base • StairTreads * Accessories 


80 Progressive Architecture 


9 MANY ARCHITECTS CONSIDER REDWOOD 

one of the most beautiful of natural 
building materials for both interior and 
exterior use. 


And Rusticwood redwood, wire- 
brushed to bring out its exquisite 
grain, is one of the most attractive 
plywood panelings made. It has a way 
of offering the architect wonderful new 
opportunities for dramatic treatment 
of walls for the most talked-about 
rooms in homes and offices. And 
Rusticwood is equally effective in new 
construction or remodeling. 


Rusticwood is now available in quan- 
tity for immediate delivery. It is Ex- 
CLUSIVE WITH SIMPSON, the largest pro- 
ducer of redwood in the world. 


So to give your client the truly bold 
stroke—the daring treatment that excites 
real admiration in client and friends 
alike, specify exteriors or interiors with 
the natural beauty of Rusticwood by 
Simpson. Send for FREE SAMPLE together 
with Simpson's new 36-page booklet 
"MANUAL ON FINISHING PLYWOOD” 
Simpson Logging Company, Sales Office, ч 
Plywood and Doors, Room 902, 2301 N, \ 
Columbia Blvd., Portland 17, Oregon. 


Be You can also rely on Simpson for Acoustical, 
= M | 15 Q | Y d Insulating Board and Hardboard Products, 
А 


& y ү plus a complete line of specialty 


plywood and doors. 


PLYWOOD + e DOOR PRODUCTS 
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AN ORCHID FROM BETTY | 


to The American Institute 
of Architects 


To creative craftsmen everywhere, members of The American Institute of 
Architects, congratulations on your Centennial Celebration, 


A review of your achievements in the long, successful drive to establish ethics 
and standards in the field of architecture reveals that the first hundred 

years may have been the hardest . . . but they have earned you the orchid 

of public recognition and respect. 

We at Westinghouse are proud of a long and close collaboration 

in the electrical phases of modern construction. This is our birthday wish . . . 
May the next hundred years of A. I. А, be perhaps easier, but equally 

fruitful of fine contributions in high standards of utility, safety 

and beauty for the homes, plants and institutions of America. J-94079 


Betty Furness salutes the Centennial Celebration 
of The American Institute of Architects 
on television Studio One. 


Westinghouse Electric Corporation, Box 868, Pittsburgh 30, Pa. 


100 Years of Progress 
As 


Best wishes to the members of The American 
Institute of Architects, Inc. on the occasion of 
the AIA CENTENNIAL CELEBRATION CONVENTION, 
Washington, D. C., May 14-17, 1957. 


CONSULT AN ARCHITECT e USE QUALITY PRODUCTS 


YOU CAN BE SURE... r$ Westinghouse dw) 


CEDAR TURNS ON THE CHARM ! 


... and it's charm that makes the home 


This is the hind of home that invites good living, appeals to 
good taste. The mellow warmth and dimensional texture 
of a cedar shingle roof . . . blended with walls of colorful 


cedar shakes . . . reflect obvious, ageless quality. 


Only cedar gives you such limitless expression .. . such design 
latitude ... such unquestioned acceptance. But then, cedar 


is the genuine. And there's nothing like genuine charm ! 


CERTI-SPLIT 


ea 


5510 White Building, Seattle 1, Washington 
550 Burrard Street, Vancouver 1, B.C. 
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“Long-range economy? Can you pin-point the benefits for me?” 
These are questions clients often ask when you specify stainless 
steel. Your answers come easily and convincingly because stain- 
less steel pays for itself in long-term economies. 

For example: 

1. Stainless steel has high strength and durability, superior 
resistance to corrosion and weathering— qualities that assure 
maximum service for years to come. There'll be no replacement 
or refinishing costs. 


The beauty of Crucible 
stainless steel is its 
long-lasting life and lustre 


ings, right from the start. There’s no need for finishing or coat- 


ing; just occasional washing keeps this metal clean. Through 


the years, clients save considerable sums on cleaning time and 
the cost of cleaning materials. 

Like more information on the economies of stainless steel? 
And on new design ideas? Crucible, one of the largest manufac- 
turers of stainless steel sheet and strip, has prepared a special 
20-page booklet “A Guide to Future Uses of Stainless Steel in 
Architecture and Building". For free copies, write: 8 
Crucible Steel Company of America, The Oliver Ш 2 a 


2. The natural lustre of stainless steel means maintenance sav- Building, Mellon Square, Pittsburgh 22, Pa. PIS y 
first name in special purpose steels 0 


Crucible Steel Company of America 


Canadian Distributor—Railway & Power Engineering Corp., Ltd. 
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FILON. Fiberglas Panels 


bring out the best in your design 


Fresh interplay of color and light patterns...eye-privacy be- 
tween areas without darkening either area...soft, diffused light 


лысы айлыгы 


... colors as dramatic or subtle as your problem calls for... 
California-living features the whole nation's hungry for...the 


Pra Ne 


easy, airy flow of indoor-outdoor living. 


Now you can design these with complete confidence for indus- 
trial, community and residential use. FILON gives you trans- 
lucent polyester panels, reinforced with both fiberglas and 


MLE | | A4 


nylon, quality-controlled by patented, continuous electronic 


GERESET 


Ax 


process for high uniformity of thickness, strength and color. 
You'll find all technical data in Sweet's File. 

FILON is easy to specify, easy to install, easy to get. Your 
building materials people stock it or can get it immediately 
from any of 100 distributors' warehouses coast to coast and 
in Canada. 


Ааа. 
T TI 


B 


задам Аат май 


Home of Lorenzo Вей 


White, and in 19 decorator colors, FILON comes flat, shiplap and in several corrugations, 
many sizes. FILON is shatterproof, weatherproof, heat repellent, beautiful. 

Your own imagination will add to this list of uses for FILON: skylights • sidelights e 
windows * patio and porch roofs • room dividers • partitions • sliding wall panels • 
carports • fences • awnings • overhangs • breezeways e windbreaks e 

canopies * Shoji treatments. 

And remember quality makes a big difference in fiberglas panels. For your protection, 
insist on the FILON label on every panel. 

See HOUSE BEAUTIFUL, LIVING FOR YOUNG HOMEMAKERS, 
FORTUNE, BETTER HOMES & GARDENS 

and SUNSET where four-color ads tell your clients to } 


Gemological institute of America E z 
Richard J. Neutra, РАЛА, discuss FILON with you. 


FILON PLASTICS CORP. 2051 E. Maple, El Segundo 17, California 


LOS ANGELES NEW YORK CHICAGO ATLANTA PALO ALTO ZURICH 
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Quick ond economical to install, Nepcoduct is manufactured as a single, double, or triple duct 
system to provide separate wiring facilities for light and power, inter-communication and telephone. 


Power-full floors can take any office layout 


National Electric Nepcoduct Steel 
Underfloor Raceways provide full 
electrical distribution throughout 
the floor area. 

Adaptable to any type of floor 
construction, Nepcoduct makes 
outlets available wherever they 
are needed for efficient office lay- 
out. This means electrical service 


National Electric Products 


PITTSBURGH, PA. 
2 Plants * 12 Warehouses * 41 Sales Offices 


changes can be made quickly and 
at low cost to the owner or tenant 

without interrupting business 
routine. 

When you build, specify NE 
Nepcoduct to be sure the building 
will never grow old electrically. 
Write for complete information 
today, 


National Electric’s new 
streamlined service fittings are 
specially designed for installa- 
tion where modern desks and 
free standing equipment limit 
the heights of service fittings 
to less than 3 inches. 


NATIONAL 


l 


New look in prisons 


CITY PRISON & REMAND SHELTER 
BROOKLYN, NEW YORK 
Architects — 
Department of Public Works 
LaPierre, Litchfield & Partners 
(Alfred Hopkins & Associates) 
Builders— 

Castagna & Son, Inc. 


The smoked pearl gray extruded 


Ceramic Veneer patterned units 
help achieve the unusual effect. 
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... another example 
of creative use 
of Ceramic Veneer 


So versatile is Ceramic Veneer you can de- 
sign with full consideration for function, 
form and color—for exteriors or interiors. 
Uniform high quality and close tolerances 
are assured because Ceramic Veneer is 
custom-made by Federal Seaboard crafts- 

en. This explains today's populari 
this time-tested ceramic material which is 
used in so many ways in buildings of so 
many types. Without charge we will gladly 
furnish construction detail, data, color, sam- 
ples, estimates and advice on preliminary 
sketches involving the use of Ceramic Ve- 
neer, the modern Architectural Terra Cotta. 


FEDERAL SEABOARD TERRA COTTA CORPORATION 


10 E. 40th St., New York 16, N. Y. + Plant at Perth Amboy, N. J. 


New hermetic centrifugal provides 


ECONOMY AT ANY LOAD 


Worthington wnit offers 
ease of installation plus 
high operating efficiency 


Here is a self-contained refrigeration 
unit that's ideal for air conditioning, 
and for chilling water in industrial 
з. Worthington Centrifugal 

are available in sizes from 100 


to 500 tons—thus adapt easily to any 
type and size of building. 

Maximum efficiency at 10% to 100% 
is made possible by use of variable in- 
let guide vanes located directly ahead 
of each impeller. The units utilize a 
two-stage, balanced, vaneless diffuser 
type compressor designed especially 
for economical and efficient operation. 

stallation costs are lower, too, be- 

se no alignment of motor and com- 


many other advantages offered by 


Worthington Hermetic Centrifugals. 
Among them... Elimination of need 
for special foundation... Automatic 
stop and start controls... Automatic 
safety controls for protection of shaft 
and bearings . . . and many others. 
For detailed specifications, phone 
your nearest Worthington District 
Office. Or writ Vorthington Corpo- 


ration, Sect. A7.57, Harrison, N. J. 
А757 


WORTHINGTON 


2224 
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oargent's new line 


The standard Rim Lock 
Exit Device ($5800) 


The brand-new Vertical Rod 


Exit Device ($5700) 


These designs conform to the following federal specifications: 
Rim Bolts 810H, 810; Mortise Bolts 82OH, 820; Vertical Rod 821. 


Single door with Free-swinging Sargent 


Sargent's simple, Vertical Rod and 
sturdy Rim Lock Mortise combination 


Exit Device for double doors 


EXIT DEVICE 


The brand-new Mortise Lock 


Exit Device (#5900) 


Two Sargent Rim 


Devices and Mullion— 


winning team for any 


pair of doors 


Now you can plan 
safer quick-exit doors 
for any building... 
with all these 
Sargent designs... 


2 all-new designs . . . the Vertical 
Rod Exit Device with simpler, surer 
gravity action . . . the Mortise 
Lock Exit Device with fast, precise 
anti-friction design . . . both 

new for you from Sargent! 


These... plus the popular Rim 
Lock Exit Device with only two 
moving parts . . . help make Sargent 
the most complete, up-to-the-minute 
line of exit devices anywhere! 


Open and close 

at the lightest touch— 
no other exit device 
works easier... 
smoother... faster! 


Rugged, long-lasting construction 
... With stainless steel springs and 
pivot pins. Flawlessly designed cases 
... never any finger pinching. 


Whatever your requirements— 
specify these exit devices—alone or 
in combination—for unequalled 
efficiency and economy. They have 5 
smart outside-handle styles. And 
they readily harmonize with 
other Sargent hardware. 


Choose from bronze, brass, or 
chrome. Order through your supplier 
or write direct. The reasonable cost 
will please you. Sargent & Company, 
New Haven 9, Conn., Dept. 15-E. 


SARGENT 
Builders’ 
Hardware 


“Sign of long-lasting 
construction” 


mii 
i ii "M 


In the Office Building il 
here, the Architects ha 
bined Brick, Limestone а; 
num in the exterior d 
achieve the desired eff 
Aluminum Curtain Wall 
Spandrel and Windo: 
Areas is made up of Ma 
fabricated, Fluted Woll. 
Surface of the Aluminum 
Embossed in Leather-Gra 


Modern Office Building for The Kansas City Southern Ry. Co., Shreveport, Louisiana. 
Neild-Somdal Associates, Architects. Southern Builders, Inc, General Contractors. 


ELECTRIFIED M-FLOORS ACOUSTICAL and TROFFER FORMS CONCRETE FLOOR FO 
Mahon M-Floors provide electrical avail- Provide on Effective Acoustical Ceiling 
ability in every square foot of floor with Recessed Troffer Lighting —Serve as 
surface—safeguard buildings against Permanent Forms in Concrete Joist and 
electrical obsolescence in years to come. Р Slab Construction of Floors спа Roofs. 


Mahon Permanent Concrete Fh 
in various types meet vir 

req ent in concrete floor 
struction over structural steel 
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Potential in Modern Architectural Treatment 
...provide Low-Cost Permanence and Lasting Beauty! 


In the past sixteen years Mahon Insulated Metal Curtain Walls have been 
employed extensively by architects in virtually every type of industrial 
and commercial building . . . the number runs into thousands. 

In recent years, progressive architects have employed this versatile 
product skillfully and to good advantage, costwise, in producing some 
outstanding exterior design effects in office buildings, schools, nightclubs, 
armories, sports arenas, technical and research centers, parking garages, 
and, in some important monumental buildings. 

Bright metal — aluminum or stainless steel—in combination with brick, 
ornamental stone, glass block, or other materials, offers unlimited possi- 
bilities in architectural treatment of exterior design. The building at the 
left is an excellent example. 

Mahon Insulated Metal Curtain Walls are light weight, permanent 


MAHON FLUTED WALL construction . . . thermal properties are superior to those of a conventional 
FIELD CONSTRUCTED masonry wall with furred lath and plaster. Erection is fast under any tem- 
= perature condition. They are economical, too . . . savings amount to as 


much as 50% of the cost of masonry walls in some types of buildings. 

Mahon Field Constructed Walls and Prefabricated Wall Panels are | 
available in Aluminum, Stainless Steel, or Enamel Coated Cold Rolled 
Steel in patterns shown at left. In the “Fluted Wall" and the “Ribbed 
Wall", vertical joints are invisible—symmetry of pattern is uninterrupted 
across the wall surface . . . and, both of these walls can be erected up 
to sixty feet in height without a horizontal joint. These two design features, 
which are vitally important from an appearance standpoint, were engi- 
neered into Mahon Insulated Metal Curtain Walls to give you a finer 
appearing job free from unsightly joints. 

You'll want to investigate these Mahon "better look" features before 


MAHON RIBBED WALL you select a Metal Curtain Wall for your next building. 
FIELD CONSTRUCTED See Sweet's Files for information, or write for Catalogue W-57. 


THE R. С. MAHON COMPANY © Detroit 34, Michigan 


Sales-Engineering Offices in Detroit, New York and Chicago 
Representatives in all Principal Cities 


үн а | М Д | N 
MAHON PREFAB WALL PANELS | | 


ROLLING STEEL DOORS 


STEEL ROOF DECKS UNDERWRITERS’ RATED FIRE WALLS 


Standard Double Rib, Wide-Flonge Double Mohon Metaldad Fire Wolls corry two Hour Standard Manually, Mechanically or Power 
Rib, ond Long Span M-Decks, which can be Reting by Underwriters’ Laboratories, Inc., Operated Rolling Steel Doors ond Grilles. 
furnished with perforated surface and fitted for Use as Either on Interior Dividing Fire Underwriters’ Labeled Automatic Closing 


Woll or on Exterior Curtain-Type Fire Wall. Rolling Steel Fire Doors ond Fire Shutters. 


to provide an efficient acoustical ceiling. 
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Park Plaza Hofel, 
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BRASCO tno entrances 
Score High for Smart Styling 


Tes DISTINCTIVE shopping area of the Park Plaza Hotel in Toronto is additional 
evidence of the attraction value of Brasco Construction for store fronts and 
entrances. You see Brasco used wherever smart operators operate .... . the Main 
Streets, the fashionable avenues, popular shopping centers..... and for good reason. 
The reason is superior value, basic in the sturdy construction itself—value in its 
glass safety principle —value in its smart, modern contours and fine lasting finish. 
Yet this superior construction is priced competitively and installed and glazed 
economically by expert Brasco dealers from coast to coast. 
If you too are planning new or remodeled stores it will pay you well to investigate 
the merits of Brasco Construction for store fronts, aluminum entrances and metal 


facing materials. We'll gladly mail detail packet and the name of your nearest 
Brasco dealer specialist on request. 


For Complete Information Please Write Dept. P705 


MANUFACTURING CO. HARVEY, ILLINOIS 
STORE FRONTS—ENTRANCES —BRASCO WALL 


compare the Appearance 


le 
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Handsome Modernfold doors save space, keep 
their good looks for years 


saving space in homes, businesses and institutions, MODERNFOLD 
s are the overwhelming choice of architects. 
’s not just that they have a double-strength, all-steel inner framework. 
hat they can take year-in-year-out punishment. It's because they are 
beautiful! MoDERNFOLD is the only folding door manufacturer main- 
ing a complete, quality-controlled fabric coating plant. 'The durable 
1 coverings of MopERNFOLD doors come in a rainbow of colors— 
bns to choose from—and in such favored finishes as wood grains and 
er grains. These doors retain their fresh, original appearance for years 
years, with only soap and water washing. 
y MoDERNFOLD, among all folding doors, can serve your needs so 
. You'll find out why, in detail, when you refer to Sweet's Catalogue. 
lose from four complete lines. In new construction or remodeling, check 
MoDpERNFOLD distributor; he's listed under “Doors” in classified 
bhone directories. 


RODUCTS, INC., Dept. E31 New Castle, Indiana. In Canada: New Castle 
, Ltd., Montreal 23. In Germany: New Castle Products, GMBH, Stuttgart. Available in over 
ntries throughout the world. 


Vinyl covered, many 
colors. Easily washed 
while in place. f 
Inconspicuous overhead : MODIRNFOLD 
track needs no | DOORS HAVE BEEN 
unsightly cornice. USED BY 97% OF 
Double strength, ALL ARCHITECTS 
all-steel framework. 
Available in standard 
or custom sizes. 


modernfold 
DOORS 


THE FIRST AND FINEST IN FOLDING DOORS 


Built-Up Roofs and be sure 


A good roof is in reality a valuable 
“over head” investment. The roof is 
subject to the hardest wear of any 
part of a building. J-M Aquadam 
Roofs provide long-lasting protec- 
tion with a minimum of roofing re- 
pair and maintenance expense, 


J-M Aquadam Roofs owe their 
superiority to Aquadam, the modern 
cementing agent used in the applica- 
tion of felts. Aquadam has excep- 
tionally highadhesiveand permanent 
bonding properties. It has approxi- 
mately twice the ability of typical 


its 100th Anniversary. 
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Johns-Manville congratulates the 
American Institute of Architects on 


J-M Aquadam Roofs provide lasting roof protec- 
tion. They are specifically designed for low pitch 
and dead level roof decks. 


Give your clients the best roof protection... 
specify Johns-Manville Aquadam 


asphalts to retain its initial proper- 
ties on exposure. 

Aquadam Built-Up Roofs resist 
beating rains, winds, melting snow 
and ice. The result is thorough water- 
tightness in low sloped and dead 
level roofs. 

The high ductility of J-M Aquadam 
helps prevent roof cracking. Aqua- 
dam reseals and repairs itself after 
being subjected to the equivalent of 
summer roof temperatures. 

Aquadam Built-Up Roofs are 
available in both smooth surfaced 


JOHNS MANVILLE 


— Consult an architect—use quality materials. 


PRODUCTS 


and slag or gravel specifications. 


Johns-Manville Approved Con- 
tractors are experienced roofers. 
They can Ęielp you in the planning 
and installation of the best applica- 
tion of Aquadam Built-Up Roofs, 
You'll find Approved Johns-Manville 
Contractors listed in the Classified 
Section of telephone directories. For 
illustrated data send for copy of 
“J-M Aquadam Built-Up Roofs.” 
Write to Johns-Manville, Box 158. 
N. Y. 16, N. Y. In Canada, write 565 
Lakeshore Rd. E., Port Credit, Ont. 


Johns-Manville 


...a bright new tile 
on the building horizon 


Here is a color and texture that blends with any color 
scheme and any architectural style. 
Starkote is a warm blue-gray speckle ceramic glaze that 
offers permanence, easy maintenance and an easily con- 
structed wall and finish in one unit. *A" quality Starkote 
is priced as a production unit which means a 10% to 15% 
lower product cost. Best of all—deliveries can be accurate- 
ly scheduled to meet your job requirements. 
For full information and specifications contact your 
local Stark Ceramics distributor or write for Starkote 
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Little Drops of Water (Condensation) 


Ruined a Fine Home 


Cost over a Million Dollars to 
an Apartment Development 


The owners of a path-breaking apartment 
development had to pay a repair bill of over a MIL- 
LION DOLLARS for ripping out condensation-soaked 
insulation and replacing damaged plaster walls. 


It was necessary to move a fine country home 
to a new site—the state highway was coming 
through. It could not be done. The sills of the house 
had rotted on account of condensation in the walls. 


Today’s tightly built, high-humidity houses 
create vapor problems. Vapor, which is a gas, has 
1/205,000 the density of water at 82°F; about one 
millionth the density at 0°Е, Sometimes there is 
excessive flow of vapor THROUGH walls and ceil- 
ings into cold building spaces. This enhances the 
formation of destructive condensation, especially 
where an adequate vapor barrier is lacking, or 
where there is one with too many breaks, or which 
while waterproof is not sufficiently vapor-proof. 


METALS ARE THE BEST VAPOR BARRIERS 


There is now a new , multiple aluminum, which 
forms a continuous, edge-to-edge barrier of uni- 
form depth between studs or joists, giving the 
entire area maximum protection against vapor- 
flow and condensation formation as well as against 
heat loss or intrusion. 


The aluminum layers, 375 ft. to 750 ft. long 
are almost impervious to water vapor, Infiltration 
under the flat stapled flanges is slight. Condensa- 
tion formation, on or within this type of insulation 
is minimized because of the scientific construction 
of multiple layers of aluminum, fiber, and air spaces, 


The surfaces of this aluminum have high heat 
ray reflectivity (9796) ; low absorptivity (8%); 
and low emissivity (3%). Conduction is slight be- 
cause of preponderant air spaces of low density. 
Aluminum and fiber layers retard convection, outer 
and inner. It is available, prefabricated, as Infra 
Insulation, Type 6 or Type 4. 
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The U. S. NATIONAL BUREAU OF 
STANDARDS has published an informative 
booklet describing the destruction that 
condensation can cause and means of pre- 
vention. It is entitled “Moisture Conden- 
sation in Building Walls." Send us coupon 
for a FREE copy. 


THERMAL VALUES 
Infra Type 4 Parallel Insulation 


Up-Heat  C.105*—3!5" non-metallic insulationt 
Wall-Heat C.068*—4234" non-metallic insulationt 
Down-Heat C .042*—775" non-metallic insulationt 


Cost installed between wood joists, 
material and labor, about 8¢ sq. ft. 


Type 6 also available 

Can be purchased everywhere through your 
preferred local dealer. 

*Determined by method of National Bureau of Standards 
in H.H.F.A. Ri 32. 


.H.F.A. Reseal er 32. 
jCalculated on basis of limitini ‘thermal values cited 
in Рей, Specs. LLL-f-321b; HH-I-585; HH-!-5210; HH-I-551a. 


qu — eee —— — —— e € — 
Infra Insulation, Inc., 525 B'way, N.Y.C. Dpt. P-5 


O Please send sample of Infra 
0 U.S. pamphlet BMS63. 
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FERMI MEMORIAL COMPETITION JUDGED 


From the entries in the Enrico Fermi 
Memorial Competition, first prize of 
$5000 as well as the commission went to 
Reginald Caywood Knight (right), Archi- 
tect, Coral Ga s, Florida, and member 
of the teaching staff at MIT, for an audi- 
torium and exhibition hall which has a 
“musical” pedestrian plaza its roof. 
The Jury was composed of Gordon Bun- 
shaft; Pier Luigi Nervi, Italian Arcl 
tect and Structural Engine Ludwig 
Mies van der Rohe; José Lui rt; and 
Lancelot Law Wh 

John O. Merrill was 

Designed as feature of the Fort Dearborn 


survey 


(Skidmore, Owings & Merrill, 
Architects), the eme takes advantage 
of two proposed level ае below, 

rians above. Auditorium and ex- 
at traffic level, while the 
roof—or pedestrian plaza—is surfaced 
with translucent material that will glow 
at night. Unifying element is sound, de- 
riving from three rows of 
bells projecting above the ple 
As a Memorial to Fermi, phys 
pioneer in atomic rch, the Jur 
that the winning design was “particu- 
larly appropriate, since it achie 
ion of Art and Science.” 


Hedrich-Blessing 
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BRAZIL HAS PLAN FOR NEW CAPITAL 


Opened to the public recently in the spa- 
cious hall of the Ministry of Education 
in Rio de Janeiro was a display of 26 
entr y ti 1 planners chi 


for Brazil’s 
А to be built on a 
au (right) in the southw 
the State of Goy 520 miles from 
Rio as the ow flies. Winning designs, 
shown above in sketches by Sir W 
Holford, member the Jury, summar 
the first prize (top left) b: ucio Costa 
second (top right) by Milman-Roch 
Conealy and (lower row) schemes pro 
posed by Rino Levi & Associates (left) 
and M, M. . Robe с Associates 
(right). Othe membe of the Jury 
were Horta Barbosa; Oscar Niemeye 
daki; Paul Antunes Ribeiro; 
2; and (Chairman, without 
vote) Israel Pinheiro, President of the 
sponsoring organization. 
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Pan-Am to Build Radial Air Terminal 


Plans for a new air terminal which will 
eliminate long “sheep runs” to planes, 
and yet provide weather protection for 
passengers, baggage, and services, have 
been announced by Pan American World 
Airways. The structure is scheduled for 
completion late in 1958 and is to be part 
of the emerging Terminal City at New 
York International Airport. Its design is 
the result of studies of hundreds of air- 
ports throughout the world. Passengers 
will enter the oval building on the second 
level, via eight traffic lanes capable of 
accommodating 1800 cars per hour. 
Forty-eight check-in positions (with 
room for expansion) are to be within 40 
ft of the entrance. All aircraft will be 
visible from the terminal floor, thus 
eliminating potential confusion and rush- 
ing. Gate positions are to have adjoining 
lounge areas. Clippers will be boarded 
via elevated gang planks at aircraft level 
—all under the protection of the vast 
terminal roof which will extend 110 ft 
beyond the column line of the structure. 
Handling capacity of the new terminal 
is estimated at one fully loaded 160- 
passenger airliner at 15 minute intervals. 
Planners of this proposal are: Tippetts- 
Abbett-McCarthy-Stratton, Architects- 
Engineers; Ives, Turano & Gardner, 
Associated Architects. 


rr tiv), paa 
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Colorful Glass Block 


Something new has been added to glass 
block by Pittsburgh Corning Corporation. 
Now, for the first time, these are avail- 
able, in the 8-in. square size, in colors— 
turquoise, mist green, canary yellow, and 
coral — which derive from а fired-on 
translucent-ceramic finish that provides a 
median light-transmission range of about 
20 percent.  Research-laboratory tests 
show that the finish is not only non- 
fading but also unaffected by acids, 
alkalis, and sulfides. 

Pittsburgh Corning particularly en- 
courages use of glass blocks as a total 
curtain-wall material that does not re- 
quire any backup layer. They emphasize 
that a sizable economy results from the 
fact that such a wall is erected by just 
one trade; and when it is up, it's a fin- 
ished wall, inside and out. 
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Fun 


Construction of the Atomium, 1, as Theme Structure 
of the 1958 Fair, is presently under way. The 360-ft- 
high composition representing the atomic structure of 
an elemental metal erystal is to symbolize the faith in 
man’s ability to mold the atomie age to the ultimate 
advantage of mankind, Steel spheres, 59 ft in diameter, 
will house exhibits and restaurants, and will be inter- 
connected by tubular passages containing elevators and 
escalators, 

Two parallel, elevated roadways, 49 ft above ground 
level, will follow a serpentine route through the foreign 
pavilion section, to allow visitors a bird's-eye view of 
fair buildings and gardens. 
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Forty-eight countries will participate in 
this first World's Fair since 1939. Among 
nations which have completed plans for 
their exhibits are: 

2 U.S.A.: Circular structure, equal in size 
to Roman Colosseum, of gold-finished 
steel and plastic, Will house exhibits of 
American Arts and Sciences. Adjoining is 
1000-seat theater (page 100, February 
1957 P/A). Architect: Edward D. Stone. 
3 NETHERLANDS: “Water — Friend 
and Enemy" will be theme of Dutch ex- 
hibit. Structures on various levels will 
illustrate flood-prevention plan, Archi- 
tects: J. B. Bakema, J. W. C. Boks, J. H. 
van den Broek. 

4 VATICAN: Church (shown here) will 
be part of large building complex shel- 
tered by high wall. Architects: P. Rome, 
Bastin, Boseret, Langaskens, Pepermans. 
5 CZECHOSLOVAKIA: Three steel 
structures connected by portices on à 
wooded site. Architects: F. Cubr, J. 
Hruby, Z. Pokorny. 

6 FRANCE: Base of the building in form 
of crystal. Large arrow structure acts as 
counterbalance. Architects: G. Gillet, P. 
Sonrel. 

7 JAPAN: Architect: K. Mayekawa. 

8 BRITAIN: Three distinct exhibit sec- 
tions: Government exhibit, open-air sec- 
tion (calling to mind English gardens), 
and vast industrial pavilion, Architects: 
H. Lobb & Partners, J. Ratcliff, J. 
Gardner, E. Mills, J. Lansdell. 

9 U.S.S.R.: Large pavilion, high interior 
hall with circular gallery for exhibits: 
will also include 1500-seat cinema and 
restaurant. Architects A. Boretski, V. 
Abramov, V. Doubov, A. Polanski. 

10 FEDERAL REPUBLIC OF GER- 
MANY: Eight pavilions linked by gal- 
leries. Architects; E. Eiermann, S. Ruf, 
M. Schwippert. 

11 SWITZERLAND: Small intercon- 
nected pavilions on a steep site, Archi- 
tects: P. Calame-Rosset, W. Gantenbein. 
12 FINLAND: All-wood pavilion. Archi- 
tect: R. Pietila. 

13 CANADA: Three-level steel-frame 
structure reached by ramp. Ground floor, 
partially open, contains 800-seat audi- 
torium. Architect: C. Greenberg. 
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by Frederick Gutheim 


It looks as if more local architecture worth 
preserving will be saved by the accidental 
circumstances of budget cuts than by any 
application of a rational policy. The extension 
of the East Front of the Capitol seems dead 
as the result of a Congressional economy 
gesture. This should at least allow the Architect of the 
Capitol and his panel of consultants time to develop a bet- 
ter scheme for expanding legislative facilities. The proposed 
new executive building which would have demolished Jack- 
son Place and hopelessly compromised the residential scale 
of LafayeHe Square and the White House seems on the 
shelf pending the report of the Fleming Committee in June. 
The replacement of the old State, War, and Navy building 
has found a strong opponent in Speaker of the House Sam 
Rayburn, The suspension of the lease-purchase program has 
also had some effects in the same direction—a breathing 
spell that might be used to effect fundamental reforms. 


Washington has been fighting architectural preservation 
brush fires for the last several years. It has no plan for 
architectural preservation. Its important buildings have not 
been scheduled according to any criteria. There have been 
no efforts at area preservation, The National Fine Arts 
Commission and the National Capital Planning Commis- 
sion have not considered the preservation of architectural 
values in their work. The National Trust for the Preservation 
of Historic Buildings, which advises other cities to proceed 
on the basis of a citywide plan, finds its advice unheeded 
here. The National Park Service, which is responsible for 
many of the city's older buildings as well as much of its 
open space, is also inactive, although there is hope that 
funds in its proposed budget to revive the Historic Ameri- 
can Buildings Survey may be used in part to meet the 
need here. Rep. Frank Thompson, Jr., New Jersey Democrat, 
commented that the NPS was the logical agency to in- 
ventory the Jackson Place buildings and schedule them for 
preservation. Why not the whole job? In the present breath- 
ing spell, and before the coming rush of Federal construc- 
tion and redevelopment, there is an opportunity. 


Wrapped up in the question of the preservation of historic 
buildings is the larger question of the general character of 
our Federal city. In a thoughtful, if undramatic, talk to the 
Potomac Chapter of the AIA last month, Ralph Walker 
said about as many useful things on this subject as | have 
heard from a single speaker in an evening. His talk covered 
the wide range of topics that must be considered by any- 
one who hopes to offer an architectural program for the 
capital. What he stressed was continuity. What he liked 
about Washington was the open spaces, the greenery, the 
fountains, and the small urban scale of Judiciary Square. 
In the coming day of larger Federal buildings, huge re- 
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development projects, superhighways, which will subdivide 
and reshape many parts of the city, the older buildings of 
architectural merit become rallying points around which 
future communities can be organized and designed. The 
past in the future can play a useful part. But not at the 
rate we are going; and not if we think of every worthwhile 
existing building as a museum; and certainly not if we 
pretend there are no existing architectural values. 


In the development of its Jackson Place building, the Gen- 
eral Service Administration raised the curtain on a pro- 
cedural issue that should receive more attention from archi- 
tects. They released a study of the proposed building made, 
it was explained, to assist the architects eventually chosen 
to design the building. The drawing showed in part a 
volumetric study, and in part an effort to resolve the prob- 
lem of scale and elevation facing Lafayette Square. The 
building proposed shows a tired elevation that might have 
been drawn a quarter of a century ago. lts four stories 
stand on a low platform and are topped with a penthouse; 
behind rises the dim bulk of an eight-story building. The 
question raised here is whether design problems of this 
sort, which demand original solutions so desperately that 
one would think a national architectural competition should 
be proposed, ought not to be left alone until an architect 
is selected, By handing the job to a civil service drafting 
room to solve, the architect eventually chosen finds himself 
limited to finding a skin treatment for a basic solution al- 
ready arrived at—and agreed upon by major parties con- 
cerned. If we are dealing with a design problem, as is 
certainly the case where a new office building must be fitted 
to be a complicated framework of existing architectural 
values, talent must be given the utmost freedom to con- 
ceive, not strait-jacketed, Undoubtedly what is at fault here 
is the Government's unwillingness to engage an architect 
for a specific job until the project has been duly authorized. 
But this means the project is formulated at a low design 
level, and additional difficulties are thus put in the way of a 
better solution. 


The continued high volume of nonresidential building is still 
the main reason why the Administration is indisposed to 
stimulate house building or Government construction. The 
gains in public construction have been substantial, and the 
value of work put in place has now reached a monthly total 
more than ten percent higher than 1955. On the same 
scale private nonresidential building was running at about 
$750 millions per month early this year as against less than 
$600 millions at the beginning of 1955. By contrast, the 
reduction in house building has been negligible. The main 
question in all these calculations, of course, is not what we 
did two or five years ago, but what a rapidly expanding 
nation needs today and in the future. 
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News Bulletins 


* Association for applied Solar Energy of Phoenix, Arizona, 
is offering $2500 and construction service contract to 
winner of international competition for design of solar- 
heated residence to be built in Phoenix. Jurors will be: 
Dean Pietro Belluschi, MIT; Architect Carlos Contreras, 
Mexico D.F.; P/A Editor Thomas Creighton; Architect 
James W. Elmore, Phoenix; Architect Nathaniel Owings, 
San Francisco, Entries due Aug, 15. For programs—avail- 
able until June |—write: James M. Hunter, 1126 Spruce 
St., Boulder, Colo. . . . To encourage design of economical 
highway bridges which incorporate esthetic feature, James 
F. Lincoln Arc Welding Foundation is sponsoring $50,000 
award program for welded-bridge designs conforming to 
requirements of National System of Interstate and Defense 
Highways. Entries due May 19, 1958. For data write: 
Secretary, James F. Lincoln Arc Welding Foundation, P.O. 
Box 3035, Cleveland 17, Ohio. . . . International Competi- 
tion for design of Monument to Heroes of Warsaw was 
announced by Association of Polish Architects and Union of 
Polish Plastic Artists. Prizes—payable only in Polish currency 
—total 425,000 zlotys; entries due Oct. 15. For details 
write: Polish Embassy, 2640 16 St., N.W., Washington 9, 
D.C, 


* Jan Cybis, Polish painter and recent Guggenheim award 
winner, is new president of Union of Polish Plastic Artists. 
. ». Joseph К. Passonneau, acting dean of Washington Uni- 
versity School of Architecture, will become Dean of School 
as of July 1, according to Chancellor Ethan A. H. Shepley. 
. . . Dr. Paul J. Misner has been elected President of School 
Facilities Council of Architecture, Education, and Industry. 


* Aluminum in Modern Architecture—two volumes pub- 
ished by Reynolds Metals Co. and distributed by Reinhold 
Publishing Corp.—won Certificate of Exceptional Merit in 

lass | of Ninth Annual Building Products Literature Com- 
petition, 


ө First R. S. Reynolds Memorial 
ward of $25,000 will be presented 
by AIA to firm of Cesar Ortiz- 
Eschagüe, Manuel Barbero Rebo- 
ledo y Rafael de la Joya, Madrid, 
pain, for design of Visitors and 
actory Lounge Center of S.E.A.T. 
utomobile plant in Barcelona— 
ompleted July 1956. According to 
rchitects, building (right) is first in 
pain to be constructed with alu- 
inum frame and roof. Austere de- 
ign—using glass, brick, corrugated 
luminum sheets, aluminum purlins, 
nd electrically operated aluminum 
unshades — relies upon esthetic 
alue of basic materials as evinced 
п construction details (far right) 
lather than surface coatings. 


* Positano Art Workshop, in Italy, entering fifth season— 
May to Oct.—invites artists, craftsmen, and architects to 
enroll for three or more weeks of instruction under staff of 
international experts. Write: Irma S, Jonas, Positano Art 
Workshop, 238 E. 23 St., New York 10, N. Y. 


* Announcement of $24,350,000 Building and Development 
Program for Carnegie Institute of Technology was made 
recently by Benjamin F. Fairless of United States Steel Corp., 
and Gwilym A. Price of Westinghouse Electric Corp. Objec- 
tives include new library, Engineering & Science Building, 
Dramatic Arts Center, Campus Activities Center. 


* Winners of Rome Prize Fellowships for 1957-58 are: 
George F. Conley, Jr., Cambridge, Mass.; and James J. 
Padavic, New Haven, Conn., in architecture; Robert T. 
Buchanan, Cambridge, Mass., in landscape architecture. 


* Major exhibitions in New York City: At Museum of City 
of New York, 350 Currier & Ives lithographs—most compre- 
hensive showing ever assembled—will be on view through 
Sept. 2. Subject maHer includes city scenes, pioneer homes, 
railroad prints—visual documentation of 19th Century 
America. . . . At Museum of Modern Art, May 22-Sept. 8, 
selection of paintings and seldom-seen sculpture by Picasso 
covers 60-year period. . . . At Carnegie Endowment for 
International Peace, United Nations Plaza, until May 4— 
International Exhibition of Work of Architectural Students— 
features 240 designs for housing, city planning, churches, 
schools, and recreation centers, representing 15 nations. 


* Now under construction in Greenville, Ohio, new Corning 
Glass Plant (below) is steel-framed structure including ad- 
ministration building—featuring window-wall panel and 
speckled-brick facade with aluminum sunshades—and manu- 
facturing area—which houses glass-melting plant and shops 
—sheathed in colored-metal siding and glare-reducing glass. 
Building, designed by Architects Day & Zimmermann, Inc., 
with Consultant Architects Carroll, Grisdale & Van Alen, 
Philadelphia, Pa., is set for completion by early summer. 
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Financial News 


by William Hurd Hillyer 


A long-established New England banking and 
real estate authority finds, as a result of a 
survey, that "a new bank building or a thor- 
ough modernization” of an older structure "in 
almost every case brings in a very substantial 
volume of new business," although "just where 
this may come from is often difficult to determine." By ex- 
tension architects may assume that this information applies 
to non-bank buildings in addition to financial edifices. 


* Business sentiment is "less buoyant" than in the recent 
past and "optimism has been tempered," reports First Na- 
tional City Bank of New York. Current weak spots are 
matters of concern to thoughtful observers. Basic com- 
modities and industrial materials, as well as corporate shares, 
have been easing in price, even while cost of living as re- 
flected in consumer prices has risen to new levels, but levels 
similarily high have been touched by machinery orders and 
nonresidential construction since the first of the year. The 
conspectus presages a downward readjustment that may 
facilitate new construction by arresting the up-spiral in cost 
of materials. 


Among the hopeful current symptoms, as spring gets under 
way, is the large increase in personal income— prime source 
of construction funds. Aggregate personal income increased 
$19 billions in 1956 as compared with the previous year, 
this being one of the biggest gains on record, Over 20°/, 
of this sum went into savings. This performance, comments 
the Institute of Life Insurance, is in marked contrast with 
what happened in the two preceeding years, when spending 
was maintained at the expense of saving. 


* Time deposits, available for mortgage investment, racked 
up an impressive gain at New York City banks for the first 
quarter of '57. Total deposits at that quarter's end were 
$25.6 billions, with a gain of $362 millions in accounts sub- 
ject to time notice. In the mutual savings banks, nationwide, 
deposits increased $112 millions in February, thereby attain- 
ing an all-time high of $30 billions. Of this increase, $21 
millions was in special purpose accounts. 


* Іп the price area, housing construction costs continue to 
climb, the price index touching 125 as compared with 120 
this time last year. Figures are furnished by the Federal Re- 
serve Bank of Kansas City, 


* Capital spending by business, which was a great stimulus 
to new building construction in 1956, is no longer imparting 
as much vigor to planning activities, asserts the Guaranty 
Trust Company of New York. That institution expects only 
moderate construction gains in the second quarter of this 
year, for which the annual rate is set at $38 billions, $11/2 
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billion more than final '56 quarter. For 1957 as a whole, 
the Trust Company sees capital spending planned at $37!/, 
billions, а 5/5 percent increase for the year, whereas in 
1956 the increase was 22 percent. 


e "Motor banking" is a recently coined phrase that has 
architectural connotations extending into the entire field of 
planning, both civic and structural. There are now some 
2500 banks with drive-in, parking, or car storage service. 
The new Texas (Dallas) Bank & Trust Company has a base- 
ment parking area that gives customers direct access to the 
safe deposit department in an adjoining building; this in 
addition to five drive-up windows on the street level floor. 
As another example, the First National Bank, Oklahoma 
City, Oklahoma, has just completed a l4-story structure 
which combines banking facilities, off-street drive-in, and 
inside parking for 460 cars. The parking stalls occupy more 
than half the building which, in addition to file and storage 
space, manages on a lot 125'x150' to shelter a cafeteria 
and auditorium. Corey, Hill & Sorey are the Architects. 


* Wide variance in cost-per-room of new schools, as be- 
tween one community and another, is revealed through 
recent comparison noted by the (Boston) Banker & Trades- 
man. The offered explanation is that school building com- 
miHees allow their “esthetic sense"—differing in degree 
with each locality—to dominate the practical needs within 
dollar limits. The authority quoted suggests that architects 
may co-operate in obtaining larger taxpayer grants for 
badly needed school buildings by toning down the "glamor- 
ous" ideas of committee members in some communities. 


* Cut in FHA down payment requirements is seen by West- 
ern and Southwestern builders as stimulating the production 
of low-priced homes. The executive vice-president of the 
Chicago Metropolitan Home Builders Association calls the 
change "at least half a step in the right direction" and 
avers that any program to reduce down payments will ex- 
pand the market. In Detroit an active builder has moved up 
his starting schedule from 7 units to 15 units per week. A 
Dallas organization with 20 FHA-financed houses now under 
construction reports principal market in $10,000-$15,000 
bracket, where $280 knockoff is frequently a deciding factor. 


* A major source of nonresidential construction funds is 
being augmented by improved conditions in the municipal 
bond market. Dow Jones index reflecting price gains is bet- 
tered by a fraction; the general trend is now definitely 
upward, New issues totaling some $430 millions are currently 
coming to market, according to Daily Bond Buyer. These 
are expected to be well absorbed, largely due to tax 
exempt advantages, which are increasingly important under 
existing conditions. 


S0% Form Saving 


WITH ‘INCOR’ IN DALLAS 
MEMORIAL AUDITORIUM 


e Great, new Dallas Memorial Auditorium includes a 
10,000-seat arena, an adjacent building with 2,000-seat 
auditorium and smaller meeting halls, and 100,000 sq. ft. 
of exhibition space under the two structures. 


The main auditorium is a circular, reinforced-concrete 
structure, 300 ft. in diameter, with dome-shaped roof 
90 ft. above 1st floor slab. Roof is carried by arch ribs, 
which in turn are supported by cantilever ribs extending 
out 45 ft. from the tops of 70-ft.-high columns. 


'The roof was concreted in 16 pie-shaped sections, 
poured in opposing pairs. These sections connect with 
a concrete plate, 22 ft. in diameter, at dome's top. 


In cantilevers and dome, dependable ‘Incor’ high 
early strength saved 50% on forms, contributing to 
economies which resulted in total costs about half those 
estimated for alternative methods. 


These economies were realized by planning with con- 
struction methods in mind...utilizing the principle 
of selective concreting—that is, using ‘Incor’* 24-Hour 
Cement where it shows a net saving through time and 
form economies, elsewhere Lone Star Cement. 


DALLAS MEMORIAL AUDITORIUM j ; 3 ; 335 
Owner: CITY OF DALLAS Keep selective concreting in mind—it's a well-proved 


Architects & Engineers: GEORGE L. DAHL, Dallas way of getting more work in place at less cost. 


Consulting Engineers: AMMANN & WHITNEY, New York *Reg. U. S. Pat, Off. 


General Contractors: R. P. FARNSWORTH & CO., INC., 
New Orleans 


Paving Contractor: TEXAS BITULITHIC С0., Dallas 


LONE STAR CEMENT 
CORPORATION 


Offices: ABILENE, TEX. LI ALBANY, N. Y. . BETHLEHEM, PA. 
BIRMINGHAM + BOSTON „ CHICAGO + DALLAS + HOUSTON 
INDIANAPOLIS • KANSAS CITY, MO, « LAKE CHARLES, LA. + NEW ORLEANS 
NEW YORK • NORFOLK • RICHMOND + SEATTLE « WASHINGTON, D. C. 


LONE STAR CEMENT, WITH ITS SUBSIDIARIES, IS ONE OF THE WORLD'S LARGEST 
CEMENT PRODUCERS:21 MODERN MILLS, 45,100,000 BARRELS ANNUAL CAPACITY 


LONE STAR CEMENTS COVER 
THE ENTIRE CONSTRUCTION FIELD 
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FIRST BUILDING IN MULTI-MILLION DOLLAR PROJECT HAS 


"i 


PUBLIC HEALTH CENTER, 
Minneapolis, Minnesota 


Thorhov & Cerny, Inc., Architects, 
Minneopolis 
Viking Construction Compony, Contractor, 
Minneopolis 
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ALUMINUM CURTAIN WALLS BY 


The Public Health Center heralds an ambitious redevelopment program 
in Minneapolis. The upper floors of this functional building are enclosed in 
aluminum curtain walls—combining Cupples double-weatherstripped windows, 


aluminum louvers and tempered glass spandrels. 


Vertical mullions are structural tubular aluminum extrusions. Their design meets 
the architects" requirements for narrow vertical sight lines. On the ground floor, 


all doors and frames are aluminum, also by Cupples. 


Cupples' dominance in sound, economical curtain wall design, construction and 
erection keeps pace with its leadership in the fabrication of aluminum 
windows, doors, Alumi-Coustic grid systems and special ornamental products, 


See our catalogs in Sweet's file. 
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2860 SOUTH HANLEY ROAD * ST. LOUIS 17, MISSOURI 


АТА First Banquet 


As the speeches, seminars, and conferences span the 
five days of Centennial Celebration of American Insti- 
tute of Architects in Washington this month, it is pleas- 
ant to read back in the early proceedings of the Institute, 
to find what were the original purposes and hopes and 
aims of the new-born organization. We are glad to note 
that they were then, as they are now, high-minded and 
public-spirited. From Walter to Walker, leaders of the 
organized group of architects have talked of "the devel- 
opment of true principles, artistic, scientific, practical." 
It is also interesting to note that action—the active pro- 
gram envisioned by the thirteen Charter Members—en- 
compassed what we have come to call "research and 
education" and "public relations." It aimed to "attain 
to a high degree of knowledge in the several branches 
of our art," and "to guide the public to a clear and 
sound understanding of the principles which govern 
our practice." Though the sentiments may be the same, 
we feel sure that none of the orations to be heard 
shortly in Washington will better the phraseology of 
the after-dinner talk of Richard Upjohn, Esq., the Presi- 
dent, at AIA‘s first annual dinner, February 22, 1858, at 
Delmonico's Restaurant in New York, from which ex- 
cerpts follow: 

“Individual effort cannot satisfy the public demand in 
any line of Art or labor, so well as the united efforts 
of many devoted to the same calling. Progress in Art 
is the work of many minds, the result of the studies of 
many men striving to accomplish one purpose with their 
united strength, and that purpose is the development 
of the true principles, artistic, scientific, and practical, of 
their particular branch of art. . . . Organization is a 
wholesome check to the erratic wanderings of some 
men of genius, while it is a spur to the flagging ener- 
gies of others. It gives to each member of the body 
the opportunity of presenting his thoughts and the re- 
sults of his labor to those who are capable of appreciat- 
ing them and who may be benefited by them, and 
although individuality may partially be lost by union, 
yet all are gainers. . . . If we adhere faithfully to our 
organization, we shall readily attain to a high degree 
of knowledge in the several branches of our art, and 
by the union, shall be better qualified to guide the 
public to a clear and sound understanding of the prin- 
ciples which govern our practice. . . . We often have 
to convince gentlemen . . . that there is a difference in 


a mere building and one that is constructed scientifically 
and ornamented artistically. . . . 

"Isolation of talent is weak in answering the demands 
of even a limited community, and much more so of so 
vast and wealthy a country as ours. We have all felt 
this to some extent when working singly. . . . Our track 
is laid and in working order, and, having settled all 
preliminaries, we must ‘go ahead’. . . . In concluding 
these remarks, I must beg you !o consider that it is 
our duty to be self-sacrificing and laborious in pushing 
on the great object for which we have associated, and 
to devote ourselves unweariedly to the interests of the 
Institute and of our profession." 

Nor, we feel, will any of the toasts and compliments 
over after-dinner drinks during this year's Convention 
equal the response of Leopold Eidlitz to the toast, "The 
Day We May Celebrate." He said, in part: 

"He who devotes himself to the profession of archi- 
tecture must be thoroughly impressed by the serious 
responsibility which it entails upon him. . . . Every 
opportunity lost for the successful production of an 
architectural monument is an opportunity lost for the 
advancement in morality and refinement, a blank in the 
history of progress and civilization, a discord in the 
Harmony of God's creation, and a blot upon the beau- 
tiful face of Nature. . . . We should strive to the most, 
the best, the purest. The improvement of the whole 
profession is to be accomplished by the interchange 
of ideas, by debate, the reading of papers... a library 
of drawings and models, the establishment of a School 
of Architecture, that the wheat may be separated from 
the chaff, and the creation of an academy for the in- 
struction of students. Improvement of the public [is to 
be accomplished] by the publication of matter instruc- 
tive to them, by lectures, and by the admission, as 
honorary members, of those who are true amateurs of 
the art. . . . Ours is the privilege of living in an age, 
and a country, and among a people, where the oppor- 
tunities for the advancement of Architecture are un- 
paralleled in the History of Art, and it is in a great 
measure dependent upon ourselves whether or not this 
shall be the commencement of an'epoch in Architecture, 
greater than any which has preceded it." 

Frederick A. Peterson offered a toast to Richard Morris 
Hunt, the Secretary: "It will be a source of pride for a 
man to say, ‘I am a member of the AIA’.” 
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college library / classrooms / administration 


Although planned for construction in the 
30's—along with two classroom buildings, 
a social hall and a gymnasium—a com- 
panion  library/administration building 
was delayed until this year. The newly 
designed structure will now be erected on 
the original site, a plot bordering one of 
the sides of a Collegiate Gothic quad- 
rangle. The program calls for a library 
which will ultimately house 230,000 vol- 
umes; and a building in which all admin- 
istrative offices can be consolidated and 
which will also provide space for 30 
additional classrooms. “Since the struc- 
tural requirements of the many-roomed 


administration wing were so different from 
those of the library, where large, open, 
and unobstructed spaces with few columns 
were required, the project was designed 
in two sections, connected by an entry 
link,” write the architects. To span the 
library, hyperbolic-paraboloid concrete 
shells were chosen for economy, minimum 
obstruction by columns, and resultant ease 
of supervision, plan flexibility, and dra- 
The classroom/ad- 
ministration structure, on the other hand, 
will be of loadbearing masonry construc- 
tion, the most economical system where 
relatively small spans are involved. “The 


matic visual effect. 


resulting contrast in spirit,” continue the 
architects, “between the exterior-wall 
structure of the classroom building look- 
ing in toward its courtyard, and the in- 
terior vaulted structure of the library 
looking out through glass walls at campus 
and water is a definite intention of the 
program as it developed." 

The project was designed for Board 
of Higher Education of the City of New 
York (Arthur A. Schiller, Director of 
Architectural and Engineering Unit). 
Structural Engineers are Farkas & Bar- 
ron; Mechanical Engineers, V. L. Falo- 
tico & Associates. 
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Curvature of hyperbolic-paraboloid thin-shell roof 
construction will be developed entirely by 
straight-line generators (diagram acrosspage). 
This system, according to the architects, is ex- 
pected to effect considerable savings in cost of 
construction over conventional structures with 
similar spans. 

Southeast and southwest sides of both build- 
ings will be sun-screened by rails of terra-cotta 
flue tile. Other exterior wall materials, chosen 
in part to establish visual connection with the 
existing Collegiate Gothic buildings, are to be 
limestone, natural-rubble fieldstone, and mat-black 
brick. The classroom/administration building 
will be heated by hot water through convectors; 
the library by hot air—filtered and humidity con- 
trolled. Lighting will be for the most part fluor- 
escent, In the library, fluorescent strips are to 
be mounted on an aluminum grid suspended 


from the concrete roof shells. 
Model photos: Ben Schnall 


Community- Wide Practice Offers “Businesslike” Service 


This month in documenting the work of A. G. 
Odell, Jr, & Associates, of Charlotte, North 
Carolina, we focus on a practice that is extra- 
ordinarily successful and must be typical in size 
—hoth of personnel and of population of its *com- 
munity"—of a great many firms in this country. 
For Charlotte has a population of approximately 
157,000, and the Odell office personnel currently 
varies from 9 to 12 men. 

To say, however, that either the Odell firm or 
its home base is "typical" of anything is only 
superficially accurate. While familiar statistical 
characteristics do exist, a closer look at either 
“the architect” or “his community," in this in- 
stance, reveals that we are considering a remark- 
able firm and an unusual set of cireumstances. 

Some readers undoubtedly have never heard of 
the *Mecklenburg Declaration of Independence" 
signed in (then) Charlottetown, May 20, 1775. 
more than a year before the concerted separa- 
tion from England was underwritten in Philadel- 
phia. "Interesting, if true," was Thomas Jeffer- 
son's comment when told of it. Well, it's both 
interesting and true. Nor is it untypical of this 
forward-looking, precedent-breaking crossroads of 
the South—a community that rose in population 
from 80,000 in 1930 to nearly twice that total in 
1955. Within a 75-mile radius, there is a popu- 
lation of 2 million—more (on the same basis) 
than that of any other city in the Southeast. 

Consistently, ever since the Odell firm really 
began to go ahead in 1946 (actually established 
in 1940, it was soon slowed by Odell's five years 
with the U. S. Army), anyone who follows archi- 
tectural progress has been increasingly aware of 
first-rate, nonconformist work coming out of the 
Charlotte area and bearing the Odell label. 

The efficiency that is a hallmark of the firm's 
practice is unquestionably a reflection of the 
nature of Arthur Gould Odell, Jr., himself— 
urbane, keen-eyed, forthright. *We feel that it is 
of great importance to give our clients the most 
businesslike service possible," he tells you suc- 
cinctly. *With few exceptions, all correspondence 
is answered the same day the office receives it." 
Fred Severud, of the New York engineering firm 
of Severud-Elstad-Krueger, which has consulted 
with countless firms both here and abroad, says 
of his association with the Odell office: “We 
found it to be one of the most efficient firms 
with which we have ever worked." 
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Bull’s-eyes on aerial view of 
downtown Charlotte mark Odell 
commissions. 

Double Oaks elementary 
school (left) is built at either 
side of a ravine, the two parts 
connected by a covered walk. 

Auditorium and coliseum 
(below) were presented in 
September 1956 P/A. 


Aerial photo: Charlotte 
Chamber of Commerce 


A. G. Odell, Jr. & Associates, Charlotte, North Carolina 


Odell early decided on architecture as a career, 
After civil-engineering study at Duke University, 
he earned his B.Arch, degree at Cornell and 
studied for a year at L'Ecole des Beaux Arts in 


A. С. Odell, Jr. with Asso- 
ciates Albert B. Cameron and 
James C, Hemphill, Jr. 

Photo: Tom Franklin, Jr. 


Paris. For two years he worked in New York 
offices but “after considerable investigation” de- 
cided to return to the South. “I was satisfied 
that Charlotte had the most rapidly expanding 
economy in the Southeast,” he explains. 


office setup and procedures 


In recent years, the Odell staff has ranged from 
9 to 12 men, about half of them registered archi- 


tects. Their usual consulting engineers are lo- 
cated in the same building and connected by 
inter-com. But Odell prefers not to have consult- 
ing engineers as an integral part of the staff, 
since “we would naturally feel a compulsion to 
use these men instead of considering the field in 
the best interests of the job and the client,” 

After obtaining a commission, one designer 
accompanies Odell in all preliminary conferences 
and, under his direction, is in charge of develop- 
ing preliminaries, though he may be assisted by 
other designers, depending on the scope of the 
problem. The designer may or may not be in 
charge of execution of working drawings or speci- 
fications, but he invariably is in close touch with 
the project throughout production. Field super- 
vision is seldom conducted by the designer; usu- 
ally by the architect or draftsman who was in 
charge of the working drawings, 

“We spend a great deal of time and effort on 
preliminary drawings," Odell reports. *Conse- 
quently, this phase of our operation is seldom 
profitable, We use perspective sketches in color, 
models, or both, all of these prepared here in our 
office.” 


The $6- to $9-millions of work a year that the 
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The freestanding stair is in the 221 South Church 
Street Building. 
Eckerd's Drug Store (right). 


Photos (except as noted): Joseph Molitor 
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the architect and his community: A. G. Odell, Jr. & Associates 


office turns out is just about the size practice 
that Odell prefers. *As a designer myself, I wish 
to maintain continuous personal control of all de- 
sign and the resultant finished product." On the 
boards currently are a regional shopping center 
to be built in Charlotte; a large hospital; several 
schools; residences; and churches. Recently, 
Odell received a fabulous new commission to de- 
sign a $6 millions Civic Center for the City of 
Baltimore, Maryland, which will include a 10,000- 
seat coliseum and 100,000 sq ft of exhibition 
space. 

In working with associates, Odell makes every 
effort to give the men well rounded training and 
experience that will enable them to be better 
architects. "In the last five years, four new 
architectural firms have been organized in Char- 
lotte by personnel trained by our office, This, in 
turn, leaves room for the employment of 
young men who proved themselves skilled de- 
signers in the architectural college from which 
they were graduated. I consider it a great advan- 
tage to have the continuing benefit of the enthusi- 
asm and stimulation of young designers.” 


extra-curricular 


Odell’s professional activities extend well beyond 
the office’s practice. In 1953, he was one of eight 
architects invited to be guests of the German 
Federal Republic for the month of August. In 
the winter of 1955-56, he was visiting critic at 
the College of Architecture, at Cornell. And, in 
general, he tells us: “I participate whenever pos- 
sible in various community activities. I have been 
a member of the Planning Board of Charlotte and 
president of the Charlotte Community Concert 
Association, and I am a member of the Kiwanis 
Club and several country and city clubs. . . . 
I seldom turn down invitations to speak on archi- 
tecture and have been on brief television and 
radio broadcasts. I have spoken before civic 
clubs, book clubs, women's auxiliaries, and high- 
school and college groups. Work of my office is 
always represented in local or state architectural 
exhibits. I have served two terms as president of 
the North Carolina State Chapter, AIA.” 

Odell believes that there is still much to be 
done in educating the public on the yalue and 
function of an architect: “I feel that it is of 
prime importance initially to impress every client 
with the realization that I, as architect, first, last, 
and always, represent his own interest,” he says, 
“and that my reputation and future success as 
an architect depends upon his appreciation of and 
satisfaction with my services.” 
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house 


weaned 


Owner requirements for this home on the outskirts 
of Charlotte were for separated hobby, sleeping, and 
entertaining zones, each to extend to outdoors and 
command a view of the wooded slopes of the five- 
acre site, Since there are no children, a relatively 
open plan scheme was feasible, using freestanding 
bookcases and storage elements (acrosspage) as area 
dividers. 

East elevation spans a natural gulley, allowing 
access at grade to lower-level play and hobby room. 
The frame house has both wood-joist and concrete 


slab floors; roofing is built up with marble-chip sur 


jace. Sash are intermediate, steel projected, with 
bronze hardware; glass is %4-in. plate. 


the architect and his community: A. G, Odell, Jr. & Associates/house 
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The carpeted living room is three steps below other rooms on the 
main floor; adjoining flagstone terrace is similarly organized on 
two levels. 
The compact, vinyl-tile-floored kitchen-breakfast room faces east 
for maximum morning light; service porch and carport adjoin. 
An open-riser stair leads down to the hobby-room level (st- 
LECTED DETAIL). 
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the architect and his community: A. G. Odell, Jr. & Associates 


The L-shaped site for the Public Library of 
Charlotte and Mecklenberg County borders a 
downtown, corner property that the Library was 
unable to acquire. It is hoped that eventually the 
City will purchase it and convert it into a land- 
scaped-park approach to this important public 
building. In addition to the customary facilities, 
this central library services and controls nine 
branch libraries and several bookmobiles. 

Much of the plan form derives not only from 
the site shape but also from the architect's wish 
to preserve two fine old trees on the property. 
To do this, a recessed, landscaped area is pro- 
vided at the main entrance (above and across- 
page), and a peaceful interior court is introduced 
(below). The main entrance front, facing North 
Tryon Street (opened and glazed so that the 
entire main floor becomes a showcase), is bor- 
dered by an alleyway that leads back to connect 
with a covered and heated bookmobile-service 
dock, tunneling through the entire structure from 
the alley to the Sixth Street front of the building. 
This latter front also contains a secondary en- 
trance to the air-conditioned building, with off- 
street vehicular drive, where issuance of pro- 
jectors, record players, motion-picture screens, 
etc., is handled—'a type of drive-in window ser- 
vice," as Odell describes it. Both here and at 
the main entrance are slots for after-hours return 
of books, 

Requirements for the present were to house 
500,000 volumes, with provision made for later 
construction to accommodate an additional 350,- 
000 books. Solution consists of two levels of 
stacks below grade for storing 400,000 volumes, 
with approximately 75,000 volumes accommodated 
on the main floor and another 25,000 on the 
second floor, When further space is needed, a 
second, two-level stack unit will be added—on 
the rear two-thirds of the roof. Charging and 
control desk (SELECTED DETAIL) is placed near 
the main entrance and so related to the stair that 
the library operates efficiently, even with limited 
staff. An adjacent elevator is provided for the 
occasional use of the elderly or infirm to reach 
the second floor. The upstairs lobby is used for 
continuing exhibitions and is bordered by the 
small auditorium and various specialized book 
rooms, conference and storage rooms, technical- 
processing facilities, and library offices. 

Gardner & Meir were Structural Engineers; W. 
P. Wells, Mechanical Engineer; John Bolen, Elec- 
trical Engineer; General Contractor: J. A. Jones 
Construction Co. Photos: Joseph Molitor 


122 Progressive Architecture 


library 


pmo 


Techical pires 


T ——— X 


йт, Leading. parking 


dildo 


sting 


tuilding 


лаа kitchen 


Heath Trym 3 


AURA vm 


Aude uuam 


10 wim- 


May 1957 


123 


the architect and his community: A. G. Odell, Jr. & Associates/library 
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A high wall shields the library courtyard on 
the Sixth Street front (above). 

The small auditorium is in the upstairs 
portion of the “drum.” 

Both main entrance and stair adjoin the 
control and charging desk (acrosspage top) : 
children have a streetjront area of their own 
(bottom). For sun control on the street 
facade, wall areas above the glass panels are 
filled with translucent marble, which pro- 
vides luminescence but excludes direct sun- 
light. 


Materials & Methods 


construction 


Foundation: reinforced-concrete slab over concrete 
piling—Raymond Concrete Pile Company. Structure: 
frame, walls, floors, roof: reinforced concrete; frame 
for round drum: structural steel—Marko Engineering 
Company. Wall Surfacing: precast-concrete panels 
colored-aggregate face—Concrete Materials, Inc.:trans- 
lucent white marble panels—Georgia Marble Company: 
porcelain-enamel panels—Davidson Enamel Products 
Inc.; plaster: rest rooms, toilets: ceramic tile—Mosaic 
Tile Company. Floor Surfacing: public areas: vinyl 
tile—Americen Biltrite Rubber Company; office areas: 
asphalt tile; main stair: terrazzo; main entrance: flag- 
stone—Jacobs Creek Flagstone Company. Ceiling 
Surfacing: public areas: luminous plastic ceiling— 
Pittsburgh Reflector Company; office areas: acoustical 
tile — Johns-Manville Corporation; auditorium and 
reading rooms: plaster. Roof Surfacing: built-up roof 
—Barrett Division of Allied Chemical & Dye Corpora- 
tion. Waterproofing & dampproofing; masonry water- 
proofing—Western Waterproofing Company. Insula- 
Ront acoustical: sprayed asbestos-bonding metertal— 
Keasbey & Mattison Company; thermal: rigid type for 
roof—F. E. Schundler & Company, Inc. Roof Drainage: 
interior drains—Josam Manufacturing Company. Parti- 
tions: interior: movable—Johns-Manville Corporation; 
toilet: ceiling hung—Milwaukee Stamping Company. 
Windows: heat-absorbing glass—Pittsburgh Plate Glass 
Company: window walls—Valley Metal Products Com- 
pany. Doors: interior: wood, flush, solid core—U.' S. 
Plywood Corporation: overhead: stealalat rolling 
doors; entrance: aluminum—Pittsburgh Steel Com- 
pany. Hardware: lock sets: cylindrical, heavy-duty— 
Schlage Lock Company; concealed door closers—Cor- 
bin Division of American Hardware Corporation; 
hinges: solid-bronze ball beating—Lawrence Brothers: 
stainless-steel push and pulls—CIPCO Corporation 
Paint & Stain: exterior: enamel; interior: flat—Benja- 
min: Moore. & Company: 


equipment 


Specialized Equipment: private phone system; conven 
tional console and outlying speaker system—Strom- 
berg-Carlson Company. Elevators: hoisting equip- 
ment: hydraulic—Rotary Lift Company; cabs and 
doors: metal panel—Williamsburg Steel Products Com- 
pany. Lighting Fixtures: office area: recessed fluores- 
cent troffers; public areas: luminous ceiling—Pitts- 
burgh Reflector Company: auditorium and stage— 
coves and recessed incandescent; bookstack: continu- 
ous fluorescent strip—Garden City Plating & Manu. 
facturing Company. Electric Distribution: General 
Electric Company. Plumbing & Sanitary: wall-hung 
water closets & lavatories—Crane Company; plastic 
toilet seats—Sperzel Company; water heater: electric 
—A. O. Smith Corporation; flush valves: diaphram 
type—Coyne & Delany; pipe: galvanized wrought-iron 
and steel, cast iron—Charlotte Pipe & Foundry; shower 
controls—Crane Company; drinking fountain—Filtrine 
Manufacturing Company; fixture carriers—Zurn Indus- 
tries, Inc.; sump pump—Weil Pump Company. Heat- 
ing: type: low pressure steam; package steam genera- 
tor—Cyclotherm Corporation; steam coils in duct- 
work; radiant panels on first floor—Taco Heater, Inc.: 
pneumatic. controlisMinsespoli- Honeywell Regula- 
tor Company. Air Conditioning: reciprocating com- 
pressor, centrifugal blowers—The Trane Company; 
shell and tube-type condenser—Acme Industries, Inc.; 
cooling tower: induced draft—The Marley Company, 
Inc.: ceiling grills, diffusers, and slotted outlets above 
luminous ceiling—Barber-Coleman Company; filters: 
electronic—American Air Filter Company; cooling 
coils—Aerofin Corporation; controls: pneumatic—Min- 
neapolis-Honeywell Regulator Company. 
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the architect and his community 


The upstairs gallery (acrossp top) overlooks the color- 


ul main-floor reading rooms which, in turn, have a restful 


w of the courtyard. To lend spaciousness to otherwise 
ninimum-ceiling-height rooms. portions of the second floor 
re cut away, and the main-level areas gain the full two- 
tory height. Ceilings in these areas are continuous lumi- 
hous plastic panels. which supplement the basic acoustical 
ontrol provided by sprayed-on asbestos fiber on the struc- 
ural floor slabs, Interior furnishings for the library, by 
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A great sense of spaciousness is provided by both 
large and small landscaped courts, with the bordering 
walkways giving them definition and the bright por- 
celain-enamel spandrel panels further emphasizing 
their gardenlike character. 
Collaborating were W. P. Wells, Mechanical En- 
: John Bolen, Electrical Engineer; and South- 
eastern Construction Co., General Contractor. 
Photos: Joseph W. Molitor 
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It is difficult to know which of several factors is 
the most contributory to the design of Wilson 
Junior High School, Mecklenburg County—the 
siting; the cluster organization in separate wings 
for separate age groups; the basic disposition of 
elements; its colorful finished design; or the 
extraordinary fact that the building was almost 
totally shop-fabricated for speedy site assembly. 
The school received an Award of Merit in this 
year's AIA Honor Awards judgment. 

Choice of the gracious 40-acre site was made 
largely because most students live to the east of 
the school. There is a senior high school to the 
west, and an elementary school is planned to the 
east, Thus, central placement of the Junior High 
allows rural-school buses to proceed first to the 
planned elementary school, then here, and on to 
be parked at the senior high, without doubling 
back over the same roads. 

Need was for general classrooms for seventh, 
eighth, and ninth grades (6 rooms each), plus six 
special classrooms, including homemaking, and an 
administrative unit. In addition, a multipurpose 
room and a shop were needed. Since the senior 
high school has a large auditorium, none is con- 
templated for the Wilson School. 

The three grades are accommodated in three 
separate wings (each extendable, as demand re- 
quires), and joined by covered walks around a 
large open court, on the fourth side of which is 
the administrative unit (with its own courtyard ) 
and the special classrooms used by all age 
groups; farther to the west are the relatively 
"noisy"  areas—cafeteria/multipurpose room; 
shop; boiler room. 

Except for small wall areas in service portions, 
structure consists of 4-in.-square columns of weld- 
ed steel tubing and welded box beams made up 


of two lightweight stair string channels; in the 
multipurpose unit, the box beams radiate from a 
central bearing drum to columns along the per- 
imeter of the circular space, continuing out to 
columns at the edge of the rectangular roof. 
Structural columns (with only four exceptions) 
are spaced 8'-4" o.c, All windows (aluminum 
projected sash), lighting fixtures (8-ft fluorescent 
tubes), purlins, 1-ft-wide building panels, lockers 
(in groupings of 8) etc, gee with the basic 
module, Interior light for rooms comes from 


plastic skylights, Exterior walls are either in- 
sulated metal panels or (in spandrel areas) in- 
sulated porcelain-enamel panels, a different color 
used in each wing. Toilet units at ends of class- 
room wings are wholly of glazed, structural, fac- 


ing tile. 
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the architect and his community 


The roof deck, of compressed, wood-fiber planking, is 
laid on. bulb tees, which, in turn, are supported on steel 
beams. This system not only provides the finished roof 
decking for receipt of built-up roofing, but also the 
finished ceiling (unpainted) and the required acoustical 
and insulating values. 

Sectional drawings echo structure at central corridor 
and exterior wall, including suspended lockers, with 
pinboard-backup surjace on classroom side. 


TACKEOARD 


The curved multipurpose room (top) is in a wing 
along with the shop unit and boiler room, separated 
from the special classroom block by yet another garden 
court (above). 


In addition to winning an Award Citation in P/A’s 
Second Annual Design Awards Program, the Wilson 
Junior High School also was given an Award of Merit 
with Special Commendation, in the AIA, South Atlantic 
District, Honor Awards Exhibit, 1956. 


May 1957 


131 


Flexibility in architecture—that is the planning for 
foreseeable changes—is becoming an ever more im- 
portant design consideration for the architect. Most 
often, such requirements are encountered in the field 
of residential design where a family's life cycle calls 
for a shift in functions, where part-time or multi-pur- 
pose use of an area is desirable, and where possible 
resale considerations may influence the design. The 
houses shown on the following pages have answered 
these demands particularly well. 


climate-conditioned pavilion 


location 
architects 
landscape architect 


interiors 


Dade County, Florida 
Pancoast, Ferendino, Skeels & Burnham 
Frederic B. Stresau 


George M. Schwarkz 


Site for this house is a 2¥%-acre lot— 
part of a 200-acre subdivision planned 
by the architectural firm in which the 
owner, Andrew J. Ferendino, is a part- 
ner. The site borders one of the arti- 
ficial lakes created for the development. 
Existing trees, serene views, and proper 
orientation in relation to prevailing 
winds made this property particularly 
desirable. The architect-owner's basic 
design considerations: (a) minimum 
cost consistent with good design, quality 
of materials, and workmanship; (b) 
minimum maintenance cost; (c) effect 
of living outdoors; (d) adequate space 
Jor entertainment; (e) minimum house- 
keeping for servantless family; (f) 
workshop (wood working) for husband, 
workshop (flower and dry arrange. 
ments) for wife: (g) facilities for 
meals in kitchen; (h) wide overhangs: 
(i) interior planting: (j) all rooms 
with good exposure and view; (k) no 
blinds. Photos: Alexandre Georges 
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“In trying to create the effect of a large home 
with a minimum of square-footage," writes Fer- 
endino, “the interior hall to the three bedrooms 
was omitted and a sliding-door-enclosed loggia 
(acrosspage) created. Making this loggia 8 ft 
wide instead of the normal 4 ft we were able to 
utilize this space for what we call *milling area' 
for parties, Sitting groups in this area not only 
work out satisfactorily for entertainment, but also 
allow the children to have a place for their 


friends while the parents are entertaining small 


groups in the living room, The children have a 
sitting area in the west patio and this also serves 
an alternate entrance to their bedrooms." Not 
only is flexibility evident throughout the plan, but 
it is also a most important factor in the design of 
the walls. Within the screened pavilion any 
degree of openn эг enclosure is possible due 
to the floor-to-ceiling sliding glass doors and the 
wall sections of adjustable redwood jalousie 
The structure is extremely simple, employing 
stud framing and a 4-ft module throughout. “An 
8^4" finished ceiling height was dictated by 8-ft 
studs plus plates, and allowed for 8-ft plywood 
sheets with 3” base and 1” strip at head.” 
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Children's rooms (left and below) open on both 
sides to loggias—one for circulation and entertain- 
ing, the other for private use. Bath (below left) 
may be used in conjunction with master bedroom 
or future study, now daughters bedroom, Chil. 
dren's rooms have cork floors, master bedrooms is 
carpeted. For ease of maintenance and economy, 
brick flooring was used throughout the major part 
of the house, as well as outside jor terraces and 
walks. 


Special masonry block, left exposed on the interior 
of the master bedroom (acrosspage) and other 
areas, was sand blasted to bring out the warm tones 
of the aggregate—in this case Chattahoochie River- 
Bottom gravel. In addition, various shades of red, 
brown, white, and gray cement were used in the 
manufacture of the blocks. The other prominent 
exterior wall material is a 9$" pressure-treated 
redwood-plywood visible in private loggia (left). 
Ceilings in major living areas were sprayed with 
acoustical plaster. The building is heated by gas- 
fired hot air and cooled by a central air-condition- 
ing system. 
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ranch house 


location 
architect 


interiors 


his house, situated at the top of a high rolling 
ledge in the midst of a vast Oregon wheat ranch 
was originally intended for summer use only. 
Occasional winter and spring visits required that 
kitchen, master and 


dining bedroom, 


bath be easily closed off from the rest of the 


room, 


house for heating purposes. From these rooms, 


the owner also wished to have the best possible 
view: for that reason they were placed at the 


Moro, Oregon 
Paul Hayden Kirk 


Del Teet Furniture Company 


top of the tri-level plan. Two bedrooms, one for 
the ‘teen-age son, the other for guest use, are at 
level. On the 
readily accessible for showers and general clean- 


the intermediate ground floor, 


up, is a farm work room—an area particularly 
in demand during harvest time when meals are 
also served in this room. Since completion of the 
house, the owners, from Seattle, have chosen to 


make this their permanent year-round home, 


Ө з= ло мА мы 
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ranch house 


Patio (above and right), accessible from the intermediate 
level of the house, is protected from strong summer winds. 
Deck at north side (opening page) serves as dining terrace 
in summer. Photo: 


: Dearborn-Massar 
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The structure is of wood, employing post-and- 
beam framing. Interior and exterior paneling is 
of redwood, now weathered to a warm gray- 
brown, a color which ties in well with the 
brown-to-black stone found on the site and 


used extensively in the construction of this 
house. Interior cabinetwork and parquet floo 
ing are of walnut. In other areas of the house, 


the local stone was also used as flooring 
material. 

For winter use, upstairs area may be re- 
stricted to kitchen, dining, and master bedroom 
by adjusting sliding screens between living and 
dining rooms (bottom). Heating is done by 
electrical space heater. 


location 
architect 


landscape architects 


The business couple for whom this house was 
planned desired seclusion for their weekends and 
after-work hours, As much privacy as possible 
was also to be gained outdoors on the limited 
site—a narrow, interior, city lot. For the hus- 
band's hobby, a darkroom for photographic work 
was to be included. The wife desired gardens to 


be used and also to be enjoyed from the interior 
of the house. Since entertaining on a large scale 
was not an important factor, kitchen and dining 
facilities were kept to a minimum. Only one bed- 


room was required, though this room was to be 


city retreat 


Berkeley, California 
Roger Lee 


Osmundson & Staley 


In deference to the lend- 


of generous dimensions. 


ing agencies, a number of alternate schemes 
submitted by the architect suggested simple, 


nonstructural changes for a conversion, if neces- 
sary, from the one-bedroom plan to a standard 
three-bedroom house. Posts and beams, 8'-0" o.c. 


frame this structure, Roofing is of 2" T&G plank- 
ing; flooring, of concrete. Redwood siding is 
the exterior and interior wall material. The house 
is radiantly heated through copper pipes embed- 
ded in the concrete floor. General Contractor was 
P. L. Crane. 


D 


| carpet 
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city retreat 
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Living room (above left) faces south garden 
closed off from the street by a redwood 
fence. Bedroom (left and above) on the op- 
posite side of the house also opens onto a 
private garden. Photos: Theodore Osmundson 
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by William E. Bell (1859) 


on a New & Im 


The American dream, in its more pragmatic aspects, is one 
will 


of efficiency, economy, and speed. In architecture, the 
and the need to do things better, faster, and cheaper led 
building revolution with the most far-reaching effects: 
19th Century invention of the balloon frame. This novel 
admirably simple system of construction quickly supplanted 
all earier types of wood framing, and remains the ba 
of building in wood to this day. 

Like many important уа 
fra ms almost self-eviden 


с way 


lea of the balloon 
. For the laborious, expensive, 
mortise-and-tenon joining of heavy wooden members, used 
universally the 1830's, a readily constructed cage of 
slender plates and studs was substituted, running the entire 
length and height of the building and held together only by 
nails. As inevitable as it appears today, this logical method 
of construction was an impossibility until the Industrial Age 
had produced mechanically sawn lumber and (that all 
miracle) the mass-produced nail. Light, tight, and strong, 
such a frame might be lifted from its foundation by a cyclone, 
rolled along a Kansas prairie without damage, and re-erected 
with ease; thus earning it the name, ally not withou 

derisive implications, of “balloon frame.” 

The importance of this ention goes beyond its structural 
and design significa ich almost every aspect of 
American life. The balloon frame and the common nail were 
as yital in opening the continent as the building of the 
railroads and the unrest of the p It appeared at a 
through an equally fort 

Populatic frontier com 
ities was increasing at a fantastic 
The country was on the move. The invention of the b 
frame marked the initial 
industry at exactly the mor 
housing a growing, shifting popu 
and durability were 
erec 


pns, the 


e see 


ce 


to 


eer, 


combination of circumstances, 


munities and the new 


ation, Beca plivity 


matched its econor 


n, it became a vital element 


y and ease of 
of the country’s westward 
growth—serving the farmer, the homeowner, the merchant, 
the storekeeper, and the speculative builder with equal ease. 
Flexible, inexpensive structures could be erected with a mini- 
mum of skilled labor, in the shortest possible time, for a 
aximum of convenience, profit, and popular use, The A 
standard of living was raised as every r 


neri- 
an was able to 
have his own home at 40 percent less cost than conventional 
construction would permit. Stripped to essentials, the plane 
surfaces and the practical and utilitarian forms of the balloon 
frame were prophetic of 20th Century functional esthetics, 
Credit for the invention of the balloon frame puted— 


ca 


given (with equal hority) by Sigfried 
Washington Snow, and by Walker Field to / 
Taylor—but it seems certain that its birt 
about 182 ‚ Mary's Catholic Chure 
cated structure of the type. 


edion to George 


gustine Deodat 
Chicago 
t authent 
was erected in that year. А. T. 
n his History of Chicago (1884) describes the build- 
5 by 35 feet in size , . . the lumber brought in a 
scow across the lake from St. Joseph, Michigan, where it cost 
$12 per thousand . . . the total cost of the edifice was about 
$400 . . . the church itself was not plastered, it had only 
rough benches for pews and the simplest of tables for altar 
and pulpit. The outside of the building was not painted, and 
it had neither steeple nor tower. Sometime afterwards 
surmounted by a low, open tower. . ..” As evidence 
laptability of the construction, St, Mary's was subsequently 
moved, with considerable ease though with some co 
from th ongregation 

The raw, bustling fron y of Chicago was a logical place 
for the appearance of the new balloon frame. In the four 
years from 1833 to 1837, population had risen from about 200 
to more than 4000 persons. Building lots that sold for $300 
in 1834 brought $6000 in the land boom of 1836, Westward 
migration, th go, was reaching its peak, The advan- 
tages of the new method helped make it v 
n the Middle West, By contemporary reckoning, 
of the frame buildings in Chicago a 
were of this constructio 
d-f ri 1 houses in the € 
tinder for the great fire of 1871, 
balloon frame was a typically American solut 
American problem. According to Walker Field, who so 
nmarized its developr 
represented 


place was 
the ear! 


Andreas, 


to three different locations. 
er 


rough Chie 


iversally popular 
early all 
ad in all the surrounding 
by 18 Most of these 


cago area were to serve as 


country, 


w 


ligh 


to an 
Mec- 
ent, this structural advance 
. + the first great impact of Americanism on 
tecture. . . . Through it, one realizes the portance to 
progress of American individualism, as reflected in the pioneer, 
the land promoter, and the independent and practical crafts- 
(o Gradually, but irresistibly, structural developments 
influenced design . . . Americans have evolved a 
1 architectural style characterized by simplicity and 
. +. the balloon frame is an early crystallization of 
al principles . . . so important for the architecture of 
today and tomorrow.” ADA LOL 


have... 


nationi 


freedon 


these 


Photographs and research assistance: Chicago Historical Society 
Cleveland Public Library. Illinois State Historical Library, Prof 
Edmund H. Chapman, Leo J. 


W eissenborn. 


р/а design awards seminar | 


Last January, at the time of announcement of results of the 


P/A Design Awards Program, a series of Case-Study Seminars 
were held at the School of Architecture of Tulane University. 


Award winning projects were discussed critically and analyti- 


cally, and the comment was recorded on tape. In each case the 


architect first presented his building; then a prepared discus- 


sant who had previously studied the project spoke; general dis- 
cussion followed. In four issues this year, beginning with this 
one, P/A will publish these discussions, 


Project: George Washington Carver 
Junior-Senior High School 


Client: Orleans Parish School Board 

Location: New Orleans, Louisiana 

Architects: Curtis & Davis, 
Architects-Engineers 


Presentation: 
Nathaniel C, Curtis, Jr. 


The site of this project is about 80 
acres in size, in a fairly undeveloped 
section of the city but adjacent to an 
area of newly developed residential 
districts. It is bordered on the north 
by a railroad, and most of the 
student-body will live to the south 
of the site. The city’s long-range 
street plan calls for major streets 
to reach the site, but the only access 
at present is from the south, and 
present utilities and publie services 
also enter the site from the south. 
For these reasons we decided to 
develop the southern part of the site 
for the building and use the northern 
part for the playfield. 

Our first step in the design of the 
project was to divide the require- 
ments of the plan into elements that 
seemed to have different structural 
requirements, such as the gymnasium 
with its 20-foot ceiling and long span; 
the auditorium, theater, cafeteria and 
kitchen; and then the academic class- 
rooms, laboratories, and library. 

We then took those elements and 
further divided them into quiet and 
noisy areas. For example, the gym- 
nasium, auditorium, cafeteria, music 


rooms, and industrial arts rooms 
were considered noisy, and the in- 
struction areas quiet. Next we con- 
sidered those spaces that required a 
specific relationship to parts of the 
site: the auditorium and theater, for 
instance, should be near the public's 
access to the site; the gymnasium 
should be adjacent to the part of the 
site already established as playfield; 
the cafeteria, we felt, should be near 
the gymnasium. 

The next step in diagramming 
was to establish a focal point—a 
point of entrance into the project— 
which we established as the half-way 
point between the two major ele- 
ments of the project: Junior High 
School and Senior High School. Al- 
though these are really two separate 
institutions on the same site, with 
separate administrations, they share 
common facilities such as the audi- 
torium, theater, power plant, and 
kitchen unit. 

The final step in diagrammatic 
programming was the location of the 
quiet area (classrooms) between the 
two noisy areas (industrial arts and 
music) which were placed at the 
ends, Thus the final diagrams show 
the project completely symmetrical 
about a center line, with elements 
shared by both schools in the center. 

The two-story classroom structure, 
about 800 feet long, accommodating 
8000 students, is raised one floor 
above ground. This allows access 
through the site without interrupting 
classroom activity, and provides a 
sheltered activity area under the 
building, adjacent to an outdoor, un- 
sheltered play space. The plan of the 


critique 


classrooms is a double-loaded cor- 
ridor scheme. Studies showed it to 
be the most economical system, be- 
cause it has less building perimeter, 
and less circulation in relation to the 
number of classrooms. Perhaps we 
are getting back to the plan that we 
once were trying to get away from 
in order to provide more light and 
air in classrooms, but we decided 
that even after all the studies of 
elaborate methods of getting natural 
light and natural ventilation in 
school classrooms, we have not found 
a means of eliminating artificial 
light entirely. So we decided that 
since we would have to provide some 
artificial light, we would frankly 
light the distant part of the class- 
room, and obtain ventilation by the 
method of treating the partitions 
between classroom and corridor. In 
section, the lockers that form these 
partitions are lowered from the ceil- 
ing and raised from the floor, allow- 
ing unobstructed air circulation 
through the building. 

On the north and south walls of 
the elassroom wing there will be a 
precast concrete, honeycomb sun- 
control screen. 

The cost of the school will not be 
excessive, even though foundation 
construction problems are dificult. 
The site is an abandoned cypress 
swamp where the soil is so poor that 
it had settled about six inches 
between the time we had the survey 
made and the time the drawings 
were completed. We are in process of 
dewatering the soil and having it 
consolidated, so that the contractors 
will at least know the starting point 
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from which they must caleulate fill. 
The building is constructed on 40', 
50’, and 90’ pilings, some composite 
and some untreated timber. Another 
budget item is an air-conditioned 
auditorium—the first in the school 
system here in New Orleans. And 
yet the cost will be around $12 per 
square foot. 


Discussion: Harry Weese 

I think it’s very good of Curtis & 
Davis to let us in on their trade 
secrets. I am referring to the very 
interesting brochure, which they say 
is a primary process in their practice, 
prepared for their clients in order 
to involve them in the process of the 
firm’s reasoning, The drawings that 
you have seen are from this carefully 
contrived booklet, Reading it backs 
up, for me, the logical and persuasive 
development of a program and an 
organization of uses of space which 
not only solved the functional re- 
quirements but finally evolved into 
something that I think can be looked 
on as a very beautiful abstraction. 
I think that that first-glance reaction 
is very significant. When you are 
trained to look at site plans, you can 
tell very quickly whether one has 
Beaux Arts or Bauhaus background, 
whether it is new or old. And I think 
that this one, by whatever route it 
was arrived at, has a very original 
cast to it. 

In the detailed development of the 
various units, I feel that the archi- 
tects were operating from experience 
in their previous work. The raising 
of the classrooms above grade, 
whether it was dictated by cypress 
swamps or a small site, I think has 
a further aspect—it shows their un- 
derstanding of human beings. They 
realize that human beings—particu- 
larly young, active ones—can climb 
stairs. It’s a relief to see a school 
that isn’t spread out all over the 
map. Of course in secondary school 
planning, with large site develop- 
ments, there must be consolidation. 


I think the general site develop- 
ment is the most exciting thing of 
all. Individual developed elements— 
such as the auditorium, which be- 
come almost exotic—are kept at the 
extremities where they do not inter- 
fere with the more straightforward, 
basic elements of the plan, The large 
classroom unit ties the site together 
transversely. 

That classroom block is very inter- 
esting in its treatment of the prob- 
lems of view, sun, shade, and so on. 
In their understanding of the human 
problem, Curtis & Davis have es- 
chewed the picture window, the ex- 
cess use of glass, and yet have real- 
ized that people have a psychological 
need of being oriented to the out- 
doors in some way or other. I think 
that the glimpses you will get of 
color and light through this screen 
will be perfectly adequate, and in 
this climate will be restful and will 
lend a tranquility to the classrooms. 

The double-loaded corridor is good 
to see again, and so is the minimum 
of covered walks. Breaking the school 
into two halves — which in other 
times would have been male and 
female sections — will not be ap- 
parent in use of the building; I don't 
think there will be any sense of 
artificial division in that respect, 

Sound transmission between class- 
rooms is something that I will take 
at face value, but I hope that Bob 
Newman is involved in this project. 
I'm not sure how that will actually 
work out; perhaps Mr. Curtis will 
elucidate on that point. 

I think that when we see a project 
of this kind in drawings we have to 
look ahead toward the finished work. 
Many projects are beautiful on paper, 
but in the last anaylsis architecture 
depends on the quality of execution, 
and its gracefulness depends on the 
way it stands up under use. I am 
confident that this firm will see this 
project through to a successful con- 
clusion, and have what I consider to 


“... access through the site and sheltered activity under the building.” 
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be one of the outstanding buildings 
in this field in this decade. 
Nathaniel Curtis: On the question of 
acoustics in the classroom building, 
our analysis was as follows. In most 
of the older schools in New Orleans, 
with double-loaded corridors, tran- 
som windows have been introduced 
along the top of the corridor walls. 
And in most cases these schools are 
being used with those transoms open 
all of the time—and with the doors 
to the corridors open—so that air 
can circulate through. We said to 
ourselves; "Well, if they are to be 
left open anyway, why not leave 
them off completely ?" No one seemed 
to be disturbed with the noise prob- 
lem in these clder schools. Actually, 
the School Board did not agree com- 
pletely, so we ended up with a system 
of sliding panels for the spaces above 
and below the lockers, so that the 
teacher can close the panels if she 
desires. However, we expect that 
they will be left open most of the 
time, I think that the students and 
the teachers can become used to a 
certain amount of noise without hav- 
ing it become distracting, just as 
office workers become used to work- 
ing in noise that might be distract- 
ing to someone coming in for the 
first time. Actually, corridor noise 
should be no greater than the noise 
that comes into a classroom from 
outside. 

John Lawrence: Do the window walls 
go from floor to ceiling? 

Curtis: No, they don't; they begin 
from a regular sill height—2’ to 214’. 
Beneath are movable storage cabinets 
and heating cabinets. 

Lloyd Fleischman: You've done some- 
thing here which we at Kelly & 
Gruzen have tried to do in New 
York: in your double-loaded corridor 
section, in opening the classrooms to 
the corridor you have the low sepa- 
rating element that you have de- 
scribed. We have never succeeded 
in doing that because of regulations 
about fireproofing the corridor, which 
is considered part of an emergency 
egress which demands a full-length 
fireproof partition. 

Curtis: The regulations must be dif- 
ferent. We have to enclose the stair- 
way only; the building is treated as 
one big room. 

Question: How much actual vision 
will you get through the two sun 
screens? 

Curtis: We actually made models of 
the sereens and put them outside| 
the windows of our office to look| 
through; you would be surprised a 
the feeling of openness one gets in 
spite of the smallness of the honey: 
comb sun-control device. The win 
dows we are using are awning type. 


and the screen is just far enough 
away from the window to allow it to 
open. 

Victor Gruen: Why are the sun- 
screen grills on the north side of the 
classroom unit? Is that purely arbi- 


trary? 
Curtis: No; there’s a very good rea- 
son for that. In another building 


that we designed this way—an ele- 
mentary school—we used all glass on 
the north side, and the amount of 
glare that one gets from the clouds 
is very distracting. This is a screen 
against that glare. 

Lawrence: Have you had at any 
time, or do you have now, any con- 
cern about the length of the main 
classroom element? You said it was 
700 or 800 feet long. 

Curtis: Well, the total length is, of 
course, for two schools, and the main 
circulation comes up in the middle 
of each school. We feel that 300-odd 
feet, with stairs in the center, does 
not make too long a unit. In appear- 
ance, we hope that the length of the 
building—a long, low building—will 
be a very striking thing. 

James Lamantia: I should like to 
carry further the remarks Mr. Weese 
made about the site plan being a 
keynote of the design. I have been 
concerned to hear that the small 
auditorium might be eliminated. I 
think that would be too bad, because 
it gives a nice punctuation to the 
composition—what Weese called the 
abstract quality of the design. 
Curtis: We did take an alternate for 
the addition of this theater on the 
other side of the stage in the audi- 
torium. The roof shelter, however, 


. organization of space that can be looked on as a very beautiful abstraction." 


is in the contract at present, so what 
we have there now is a sheltered 
space for the children to wait, to be 
picked up by the bus, for instance. 
George Saunders: Remembering the 
coldly analytical program and the 
analytical approach to the structural 
system, what type of structure do 
you have over the cafeteria and 
kitchen area, which looks like a 
catenary curve? 

Curtis: I must admit that the plan- 
ning of this project was not as coldly 
calculated a thing as you might 
think. I know that we followed a 
careful sequence of thinking (per- 
haps sometimes unconsciously) in 
planning, but the presentation and 
the booklet Mr. Weese complimented 
were written after the building was 
planned. 

Weese: I think it doesn't really 
matter whether you developed the 
rationale before or after, as long as 
you have found one. 

Curtis: With regard to the roof of 
the cafeteria, which we thought we 
would make a playful thing, it is 
simply a steel frame with exposed 
bar joists bearing on the kitchen 
walls on the inside. The roof, I must 
admit, doesn't really express the fact 
that bar joists are straight and 
the kitchen is flat. We just flared 
that roof surface in because we 
thought it looked better that way. 
Weese: I was going to make a nega- 
tive remark about that fact, but I 
thought it wasn’t important enough. 
To me it looked as though you had 
pumped air out of that area and 
blown it into the building next door. 
Question: I see a number of rather 


flat arches of considerable span and, 
since I understand you have a com- 
pressible and poor soil in this area, 
I would like to learn something 
about the construction of the arches 
and the means of preventing them 
from spreading. 

Curtis: They are precast arches, held 
together under the ground with ten- 
sion wires covered with concrete. 
Lamantia: There is something wor- 
rying me about that court between 
the gymnasium and the cafeteria, 
I wonder if there is any real reason 
for placing the gym so far distant 
from the parking area—other than 
the obvious one of getting it next 
to the playing field. 

Curtis: I think that court is justified. 
The cafeteria opens toward the court 
on one side and toward the classroom 
building on the other, so that it is 
open all the way through. The little 
court will be developed with landscap- 
ing, even though part of it is used 
for service. As for the distance, we 
just felt that that was the right 
distance to separate gym and cafe- 
teria, since we didn’t want to put 
them under the same roof, 
Lamantia: That's fine, but you are 
still making the publie travel a cir- 
cuitous route to get to the gym, and 
the use of this gym will be greater 
than that of the auditorium. 

Curtis: Well, you ean get to the gym 
from the parking lot under cover, 
and it didn't seem a disadvantage 
to have people walk a little farther. 
The students may get rid of some 
exeess energy that way. 

Mark Jaroszewicz: I have a question 
regarding the gymnasium, and the 
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reason I ask it is that we have a 
somewhat similar form, which is 
built now, and it raised a problem 
which you have solved. In your gym, 
the folding partition moves across 
the arched direction of the shell. In 
our gym we were forced to turn the 
shell, so that the folding partition 
runs along the apex, and when it is 
closed it produces two rather “cock- 
eyed” spaces. You do it the right 
way; how did you handle that? 
Curtis: Actually this gymnasium can 
be divided into four parts: boys and 
girls of the Senior School on one 
side; boys and girls of the Junior 
School on the other. Then, in addi- 
tion, the volume of the total space 
continues through, above door height. 
From that height up there is a wire 
mesh screen. 

Question: What is the reason for 
turning the small auditorium 90 
degrees to the large one? 

Curtis: It was simply another activi- 
ty that we wanted to put under this 
shelter, and although it shares cer- 
tain facilities—work shop and so on 
—it does not share the same stage. 
Question: There would seem to me 
to be two criticisms of placing the 
small auditorium in that direction. 
Number one, by placing it that way, 
you have its roof running in the 
wrong direction. Number two, it 
Places a lobby on one side, thus 
giving the building no particular 
orientation; you could come in from 
either side and you wouldn’t know 
where the lobby was. The students 
will know, of course, but from the 
point of view of design, wouldn’t it 
have been better to turn it on axis 
with the larger theater? 

Curtis: I think we did try that way 
at one time; we simply thought it 
was better this way. That’s probably 
a poor answer. 

Weese: I don't think you have to 
answer everything; it's interesting 
enough to have some of these ques- 
tions raised. 

Minoru Yamasaki: I have no real 
quarrel with this project, because I 
think it is a fine one. I feel that the 
shape of the gymnasium is very valid, 
but I think that with a form as com- 
plex as that of the auditorium there 
might be some real trouble where the 
walls interset the arches. I am glad, 
particularly, that the small theater 
is left out, because there I think the 
trouble would have been even worse 
than in the auditorium proper. I feel 
that there is a tendency to impose 
a form on an auditorium, because 
they are such ugly things if they are 
built just as the most useful and best 
acoustieal structure. We do the same 
thing in our office. Nevertheless, I 
think we are apt to get into trouble 
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architecturally and acoustically with 
an imposed form. Further, I want to 
point out that when you do use a 
very strong form, any partitions or 
enclosures spoil the form. We found 
that out in the St. Louis Air Termi- 
nal. 

Weese: Isn't that a matter, too, of 
the inside being more important 
than the outside? So often we look 
at a building from the outside, from 
the inverse model point of view. In 
the Renaissance they didn't care 
what the outside was; it was the 
inside that counted. 

Curtis: I don't know exactly what 
the answer to that is. As you say, 
an auditorium is a difficult thing to 
handle; with its stage requirements 
it tends to become an ugly thing. We 
simply designed a shelter covering 
the ground, and within that shell 
placed the seating arrangements, so 
that sight lines and acoustics and 
distance of seating from the stage 
and so on would be as accurate as 
possible. The intersection of the 
splayed walls with the curve of the 
shell may get to be complieated, but 
on the other hand might become 
interesting. We'll just have to wait 
and see. 

Yamasaki: I think that if you could 
have afforded it, it might have been 
better if the roof had been made of 
some transparent plastie material, 
with the auditorium frankly built 
inside it. Then you would have an 
impression of the stage and the audi- 
torium underneath it—which is what 
you are trying to do—without get- 


ting the one enmeshed with the other. 
Gruen: We obviously, in this audi- 
torium and theater, have another of 
those large shells which we some- 
times call “envelopes.” I don't think 
we should attack this one any more 
than the many others which have 
shown up recently, in reality or on 
the boards. I think, after all, that all 
envelopes should be marked on the 
outside: "Contents personal and con- 
fidential." 

Arthur Davis: I want to say one 
thing in behalf of the design. It is 
nothing more or less than a simple 
Shell, just as the old plantation 
houses had shell roofs that projected 
eight or ten feet beyond what actu- 
ally functioned inside. The walls of 
the auditorium proper, which do 
intersect the shell at different angles, 
impose rough intersections but not, 
I think, uninteresting ones. The fact 
that the walls are well within the 
edges of the roof will create a lovely, 
exposed promenade area all around 
the outside of the auditorium, Out 
of the rain and out of the weather. 
it should be cool and would justify 
the design, in our climate. 

Thomas Creighton: I think that Mr. 
Curtis—and Mr, Davis—have been 
most patient, frank, and helpful to us 
in the discussion of this project. The 
project has certainly not suffered in 
its examination, nor have the archi- 
tects. I feel sure we would all agree 
that it stands up under analysis, and 
remains, as Harry Weese said, one 
of the outstanding designs in this 
field in this decade. 
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drop-form construction 


Fred Severud helped to make "slab-band 
construction" better known and better un- 
derstood in the mid 1940's and, several 
years later, Philip Youtz and Tom Slick 
independently and concurrently conceived 
of “lift-slab construction"—now measured 
in terms of millions of sq ít in so far 
as total annual volume of construction is 
concerned, As the result of the recent 
erection of an office building in Salt Lake 
City, a new architectural description may 
soon come into popular usage—“drop-form 


construction." 
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Basic innovation of this construction 
method involves the construction of a single 
floor form and its repetitive use from top 
to bottom of structure, At the Executives 
Building in Salt Lake City, designed by 
Architect Lorenzo Young, structural-steel 
columns were erected to full height before 
the basic floor form was constructed at 
roof level. Wide-flange steel beams were 
first placed between columns:and seated on 
preset steel brackets, then welded in place 
to provide principal support for the false- 
work, Wood trusses were next built per- 
pendicular to the steel beams, so that the 
bottoms of their top chords were supported 
by the beams. Plywood panels were used 
to surface the tops of the trusses. After an 
8-in. concrete slab had been poured and 
had set, brackets were cut by torches and 
the entire form lowered by use of 16 five- 
ton hand-operated winches; as the forms 
descended, the integral steel beams gradu- 
ally came in contact with the set of 
brackets for the next floor below. All con- 
duit, plumbing, and ductwork was installed 
prior to pouring. 


This building was constructed by the Jacobsen 
Construction Company and a patent for the 
construction method has been applied for by 
Farspan Corporation, Jacobsen affiliate. George 
Nelson was Structural Engineer. 


residential cooling with chilled water 


by Warren S. Harris* 


There seems to be a widely accepted 
belief that it is not possible to have cen- 
tral, summer, air conditioning in a home 
where winter heating is achieved through 
a hot-water heating system. This is an 
unfortunate misconception, since there are 
at least two basic approaches to provid- 
ing summer comfort in these homes. One 
of these is the use of combination units 
through which either heated or chilled 
water may be circulated. A common pip- 
ing system circulates the heated water in 
the winter and the chilled water in the 
summer. The second approach is that of 
providing fan coils operating with either 
chilled water or direct expansion of the 
refrigerant in the coils to cool the house 
in the summer, and a conventional hot- 
water heating system to provide heat for 
the winter, Of course, individual room- 
cooling units, such as the window unit or 
the console-type room cooler, may be used 
if it seems desirable to cool only one 
or two rooms, 

Schematic representations of combina- 
tion water systems used to provide year- 
around comfort are shown (Figures 1A 
and 18). Water is heated in the boiler, 
during the winter, and circulated through 
the piping system to the combination 
heating and cooling units located in the 
rooms of the house. In these units, heat 
from the water is transferred to the room 
air. In the summer, the water passes 
through a water chiller where it is cooled 
to about 40 F. From the chiller, it is 
circulated through the same piping sys- 
tem used for the winter heating system 
to the same combination heating-and- 
cooling units; however, in this cycle the 
the combination units ex- 
tracts heat and moisture from the room 


cold water in 
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air so as to provide both cooling and 
dehumidification, Valves are employed to 
prevent the circulation of the chilled 
water through the boiler in the summer 
and the heated water through the chiller 
in winter, 

A fan-coil system used for cooling only 
is also shown (Figure 1C). As many fan- 
coil units as required may be connected 
to the same water chiller, provided the 
capacity of the chiller is at least equal 
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to the combined capacity of all fan-coil 
units attached, 

All piping that handles chilled water 
must be insulated with a vapor-proof in- 
sulation to prevent condensation on the 
pipes and inefficient operation, Tt is im- 
portant that no breaks occur in this in- 
sulation and that it cover all of the pipe, 
especially the sections of pipe concealed 
in the walls. 

Controls and valves which make it pos- 


Figure 1—schematic representations of combination 
water systems used to provide year-around comfort 
A and B. Fan-coil system for cooling only C. 


Home. 


for cooling only. 


sible to switch over from heating to cool- 
ing automatically are available for either 
of these systems. 

Cross-sections through typical room 
units are illustrated (Figure 2). Units 
A and B are combination units used for 
both heating and cooling. These are simi- 
lar to conyectors, except that fans are 
used to circulate room air through the 
unit. Usually they are equipped with a 
filter, and they must be provided with a 
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Figure 2—cross sections of different heating 
and cooling units tested at I-B-R Research 
Units A and B were used for both 
heating and cooling while unit C was used 


pan to collect the water removed from 
A condensate line connected to 
the pan carries this water to a drain. 

Since the combination units are used 
for both heating and cooling, they should 
be located along outside walls of the 
room, preferably under windows. One or 
more units are used in each room, where 
both heating and cooling are desired. In 
rooms where only heating is required, 
conventional radiators, convectors, or base- 
board may be used. 


the air. 


The fan coil is basically the same as 
the combination unit, except for method 
of application. In residential systems, one 
unit generally provides the cooling for 
several rooms or even the whole house. 
These units may be obtained with a 
metal cabinet provided with connections 
for supply and return-air ducts, or they 
may be obtained without cabinet for in- 
stallations where they can be enclosed 
easily by a dropped ceiling in a closet 
or hallway. 

Both a combination heating-cooling sys- 
tem and a fan-coil cooling system used in 
conjunction with a hot-water baseboard 
heating system have been installed and 
tested in the Institute of Boiler and Radi- 
ator Manufacturers’ Research Home at 
the University of Illinois, Urbana. Rec- 
ords of the installation costs have shown 
that in houses similar to the I-B-R Re- 
search Home the equipment required for 
either method of providing year-around 
comfort may be installed at a cost of 
about $2200. In a one-story house the 
cost would be less. 

In a sense, the principles involved in 
heating and cooling a residence are dia- 
metrically opposed. In heating, best re- 
sults are obtained by introducing the heat 
into the room along the outside walls 
and particularly under glass areas so as 
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to eliminate the down-drafts of cool air 
caused by the cold glass surfaces. When 
cooling a residence in hot weather, it is 
easier to obtain uniform temperatures 
without drafts by introducing the condi- 
tioned air near the ceiling, either through 
a high sidewall register located along an 
inside wall or through a ceiling diffuser. 
This, together with the fact that there 
is no fixed relationship between winter- 
heating and summer-cooling loads for the 
individual rooms, indicates that real ad- 
vantages may be obtained by separating 
the heating and cooling systems so as to 
permit the designing of each for peak 
performance, Unless this is done, com- 
promises must be made which are likely 
to affect adversely either summer or win- 
ter performance, or both. 

This has been borne out in tests at 
the I-B-R Research Home where, since 
1953, the staff has been studying resi- 
dential summer air-conditioning systems 
using water chillers, The tests have in- 
cluded studies of systems using the com- 
bination, room heating-cooling units and 
the common piping system for both sum- 
mer and winter operation, as well as a 
study of a fan-coil, summer, air-condi- 
tioning system that was independent of 
the heating system, Best year-around re- 
sults were obtained when using a hot- 
water baseboard system for heating in 
winter and a separate fan-coil system for 
cooling the residence in summer. With 
other systems some winter comfort was 
sacrificed for the sake of summer cooling. 

Two chilled-water fan-coil units were 
used in this system, one serving each story 
of the house. These units were connected 
to an air-cooled water chiller by a simple 
piping system independent of that used 
for the heating system. Insulation was 
required only on the pipe handling the 
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chilled water; no insulation was required 
on the piping in the heating system. 

It was possible to locate the fan-coil 
units in such a position as to make sheet- 
metal ductwork unnecessary, The first- 
story unit was enclosed by a dropped 
ceiling, and this enclosure served as the 
air-distributing system. Registers were 
cut into the sides of the enclosure to sup- 
ply cooled air to each room. One return 
was used for each fan-coil unit, All 
registers were located on inside walls 
near the ceiling. The second-story unit 
was used in similar fashion, except that 
the unit was located in the attic because 
of the low ceiling on the second story. 

The fans in the fan-coil units were 
manually controlled and were operated 
continuously during all of the tests, The 
operation of the circulating pump and 
operation of the compressor motor were 
intermittent and were controlled by a 
room thermostat located on an inside wall 
in the living room. The operating differ- 
ential of the thermostat was approximately 
2 Е. The chiller was protected by a limit 
control which would stop the compressor 
motor at any time that the water tem- 
perature in the chiller dropped below 
39 F. 

The principal operating characteristics 
of this system are summarized (Table 1). 
This test was typical of days having out- 
door temperatures approximating design 
conditions. The average room-air tem- 
perature at the 30-in. level was 75.7 F. 
The average temperature difference be- 
tween the warmest and the coolest rooms 
was about 1.5 F, and the change in tem- 
perature in each room ranged from a low 
of L5 F in the northeast bedroom to a 
high of 3.5 F in the southwest bedroom. 
The average temperature of the first story 
rooms was about 1 F lower than for the 
second story, and there were no objec- 


tionable drafts of cold air in the rooms 
at any time, 

The system operated a total of 17 
during the 24-hour test period at a cost 
of $1.07 for the day. The average tem- 
perature of the water entering the coils 
was 42 F. Under these conditions of 
operation about 40 lb of water per day 
was removed from the room air, and the 
resultant indoor relative humidity was 
57 percent. It is desirable to keep the 
indoor relative humidity below 60 per- 
cent, and to do so it is important that 
the temperature of the water entering the 
coil be maintained at a value not in ex- 
cess of 43 F and the water temperature 
rise through the coil be limited to 7 F. 

In all of the tests made in this Re- 
search Home, it was observed that the 


actual cooling loads were always less 
than the calculated, maximum, instan- 
taneous load. Furthermore, installation 
of equipment having a cooling capacity 
in excess of that actually required in- 
variably resulled in higher indoor hu- 
midities than were desirable for maximum 
comfort. In order to guard against over- 
sizing chilled-water cooling equipment, a 
cooling-load calculation guide, No, C-30 
has been published by the Institute of 
Boiler and Radiator Manufacturers, This 
guide gives a step-by-step procedure for 
estimating cooling loads and is intended 
for residential work only. The 24-hr- 
averaging method of calculating design 
loads is employed. This procedure results 
in smaller design loads than some other 
procedures; however, it is one that a 


Figure 3—package water-chiller/air-cooled condensing unit in- 
stalled in garage of I-B-R Research Home. Instruments for meas- 
uring performance of system and portion of insulated piping for 
circulating chilled water are in back of unit. 
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large manufacturer of cooling equipment 
has used with success in residential work, 
for many years. 

The total cooling capacity of the fan- 
coil system just described was 14,400 
Btu/hr as compared to a calculated de- 
sign load of 17,600 Btu/hr (using I-B-R 
Cooling Load Calculation Guide C-30, but 
with no allowance for load due to cook- 
ing), yet it had ample reserve capacity 
to maintain comfort during unusually hot 
weather. During the summer of 1954, 
while using a chilled-water cooling system 
with a total capacity of only 10,800 Btu/ 
hr, the hottest weather on record at Ur- 
bana was experienced. Over a one-week 
period the minimum outdoor temperature 
was 73 F while the maximum was 109 F 
(highest on record). During the last 24 


hours of the period the outdoor tempera- 
ture was above 100 F for a period of 
6.5 hrs, Even though the daily maximum 
temperatures during this period were all 
well above the design outdoor tempera- 
ture, the total overrun in room air tem- 
perature was only 4 F. On the whole, 
indoor temperatures and humidities were 
very uniform and within the comfort 
range throughout the entire period, indi- 
cating that even though the system had 
a total capacity well under the estimated 
design load it was capable of maintain- 
ing satisfactory indoor conditions with out- 
door temperatures as much as 15 F above 
the design condition. 

Tests in the Research Home on chilled- 
water residential cooling systems have 
demonstrated that such systems are suc- 


TABLE |: COOLING-SYSTEM PERFORMANCE 
July 28, 1955, two fan-coil units; 
cfm: first story — 155, second story = 230 


Maximum outdoor temperature........ а К. 
Average outdoor temperature ............................. 83.7 F 


Cooling capacity of ѕуѕет................. Р ..14,400 Btu/hr 
Average indoor temperature r -75.7 F 
Average indoor relative humidity............ ‚ 57.2% 
Total water removed from аїг...... 40.1 Ib 


Operating time ............. 
Total operating cost (per day) 


17.1 Ib 
- $1.07 


Max.-Min. air #етр............... Й 


Max. diff. 
K DR LR SwBR NwBR NeBR between rooms 
Max. air temp., 30" level, Е........ 76.5 77.0 755 785 780 765 1.5 
Min. air temp., 30" level, F... 73.5 745 740 750 750 75.0 1.5 


30 25 25 3.5 3.0 1.5 


cessful in operation and reasonable in 
cost. The fan-coil system of cooling used 
in conjunction with a hot-water baseboard 
system for heating produced maximum 
comfort conditions the year around. The 
installation cost of this equipment was 
about the same as for a combination heat- 
ing-cooling system using the same room 
units for both summer and winter opera- 
tion, 

Advantages of the separate heating- 
cooling system are: 

1. Both heating and cooling systems 
may be designed for maximum perform- 
ance. 

2. This type of cooling may be added 
to existing homes regardless of the type 
of heating system now in use. 

3. When desired zoning is easily ac- 
complished by using more than one fan- 
coil unit, each having its own thermostat, 
Several fan-coil units may be connected 
to the same water chiller, 

4, Heating is provided along cold walls 
and especially under glass areas to pre- 
vent cold floors and possible drafts in 
winter, 

5. Cooling is provided overhead. Cool 
air may be introduced near the ceiling 
and allowed to settle to the floor with a 
minimum chance of creating a draft and 
with excellent possibility of obtaining uni- 
form air temperatures throughout. 

6. Since the chilled water is easily 
piped around the house, a hermetically 
sealed, package chiller/condensing unit 
may be used and placed at a remote loca- 
tion to minimize noise and to facilitate 
service. Units of this type are available 
which may be located outside. 

7. Cooling may be provided at the same 
time as the heating system is installed 
or the cooling system may be added at a 
later date without change in the heating 
system. 
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electri-living house 


by Robert Martin Engelbrecht* 


Today we are witnessing a vast change in 
fundamental architectural construction; 
however, there appears to be a great in- 
consisiency between the progress of some 
construction. components and the influ- 
ences controlling their reality in accepted 
construction practice. In house design, 
for example, most of the thinking in elec- 
trical planning has had its primary goal 
of bringing the design up to an adequate 
standard, guaranteeing a token represen- 
tation of the possible electrical comforts, 
However, if the increased use of elec- 
tricity during the past 15 years were 
taken as an indication of the growth to be 
expected in the next 15, we would find 
that we are writing up-to-30-year mort- 
gages on properties which could be elec- 
trically obsolete in much less time, 

The continued rush in the development 
of electrical wonders leads one to sur- 
mise that new design departures for the 
house will require a much greater co- 
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ordination of its esthetic and engineering 
aspects in order to produce a structure 
that will not be obsolete before having 
achieved financial solidity, 

Last year, Living for Young Home- 
makers introduced its “Electri-Living 
Program" and dedicated its efforts to the 
encouragement and promotion of better 
integrated houses—esthetically, structur- 
ally, mechanically, and (with emphasis 
on) electrically. 

In 22 geographically different areas, 
collaborative teams were organized to in- 
vestigate, design, and construct examples 
of good house design conforming to the 
requirements of the program. Each local 
team—consisting of architect, builder, and 
utility company technicians—worked with 
Living’s staff in developing a house for 
that area, 
with the responsibility of designing a 


The architect was charged 


suitable house for a typical, average-size 
family. The builder was to contribute his 
knowledge оѓ 


construction techniques 


peculiar to his area and to maintain a 


working harmony between the various 
trades. Because of the primary impor- 
tance of electrical comfort, the utility 
representatives were expected to recom- 
mend the most advanced and practical 
uses of electrical power. 

After the designs were completed, each 
house was presented before a jury of 
distinguished critics and was defended 
by the magazine's architectural depart- 
ment. The critiques were unbiased—the 
advisors were given only the architect's 
presentation, knowledge of the geographi- 
cal locale, and the basic program. The 
entire analysis of each house was trans- 
scribed and later presented in confidence 
to the respective architects, No architect 
was required to correct or adjust his 
solution to follow the critique: he used 
it at his own discretion. 

It is not uncommon for the secondary 
results of a given project to become as 
significant as the main objective—in this 
case, the bringing together of the archi- 


tect-builder team. Some architects had 


never worked with a builder before; for 
the most part, the builders had not felt 
that the small house could support the 
full services of an architect, The archi- 
tect’s interest and concern at this level 
of community architecture has been sorely 
needed and this program offered him the 
incentive to approach the small-house 
problem with the same degree of concern 
that he would normally apply to much 
larger structures, 

It is obvious that where a sharp focus 
was made on electrical services and equip- 
ment, in such a program, there would be 
an abundance of electrical appurten- 
ances; however, perhaps the most im- 
portant result was the extensive engineer- 
ing that went into the electrical services 
for each of the houses. In many cases, 
100 percent over-capacity allowance in 
service-panel and distribution outlets was 
provided to allow for the electrical de- 
velopment anticipated within the next 10 
years. The following items are among 
those incorporated in many of the houses: 


In the field of audio fidelity, many 
systems—standard and custom—appeared 
with combined features such as intercom, 
fire-alarm, and hands-off type of telephone. 
Audio systems made their appearance 
as part of the yentilating hood over the 
range—easily accessible at mouth level— 
and in cabinets adjacent to kitchen in a 
master control—generally in arrangement 
with a master panel with various switch- 
ing devices, Control panels contained 
many elements including timing devices 
for lighting, year ‘round thermostatic con- 
trols for heating and cooling, dimmer 
switches, motor controls for electric tra- 
verse rods, master panel for fire-alarm 
system, control panel for remote low- 
voltage switching, remote garage door 
closing, and annunciator for front entry. 
A portable form of remote switching em- 
ployed a switch box about the size of a 
package of cigarettes, that could be 
placed on an end table or night table. 
Both mechanical and mercury-type full- 
voltage switches showed remarkable im- 
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Electri-Living House built at 
(left). Use of recessed-lighting equipment out- 
side of house allows expanded use of outdoor 
living areas. Strategically located surface-mounted 
floodlights, illuminating entire yard, are con- 
trolled from various points within the house. 
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provement in noise elimination. Dimmer 
controls appeared in wall-box form and as 
small portable controls. Although familiar 
to some commercial structures, central 
vacuum systems with several connection 
outlets were evident, Filtering devices, 
electrically activated, collecting dirt from 
recirculated air, were often specified, 

Strip outlets were universally accepted 
and appeared in varying forms from con- 
tinuous to intermittent outlet spacings of 
4 in, to 30 ft, There were many novel 
approaches to both interior and exterior 
lighting. In one instance, even the main- 
tenance and care of the garden was auto- 
matically controlled by a moisture meter- 
ing device which controlled the proper 
amount of sub-surface moisture necessary 
for proper plant growth. 

One of the solutions is presented (be- 
low and next page). The collaborators for 
this house in Portland, Oregon, were: 
Walter Gordon, Architect; Jack C. Nunn, 
Inc., Builder; and Portland General Elec- 
tric Company, Consulting Engineer, 


Portland, Ore. 


Photos: Chas, R. Pearson 
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electri-living house 


View of circuit breakers 
(right) illustrated in wir- 
ing diagram (below). Ex- i 
tra breakers shown in 

3 photo (and not in dia- 
gram) are for future ex- 
pansion, 


kung A 25 KYA 


it 


In addition to electric-heating cables in 
ceiling (above) electric radiant-base- 
board heating was provided in some 
areas of house. 
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2 MASTER BEDROOM AND 1 LIVING ROOM BASEBOARD HEAT 
MANER EAM IOV: BERT. 3 FAMILY ROOM CABLE HEAT 
3 BASEMENT PORTABLE 220V HEAT А ENTZANCE AND HALL CABLE HEAT 
4 SPARE 220ү 5 #2 BEDROOM BASEBOARD HEAT 
Б: SERE Ho v É MASTER BEDROOM BASEBOARD 
É UTILITY ROOM IOV HEAT AND SUNROOM BASEBOARD HEAT 
1 DEYER 1 RANGE 
2 WATER HEATER 2 FRONT OUTSIDE LIGHTS 
5 DISHWASHER 3 DISPOSER 
4 LIGHTS 4 uer 
5 џонт5 5 LIGHTS 
Ы SPARE & SPARE 
7 REAR OUTSIDE LIGHTS 7 FAMILY ROOM OUTLETS 
8 LIGHTS 8 KITCHEN OUTLETS 
9 LIGHTS 9 BASEMENT LIGHTS 
10 EXHAUST FANS 10 EXHAUST FANS 
И SERVICE PANEL OUTLET au 
LIGHTS MISC.MOTORS DISHWASHER SPAREHEAT COOKING LOAD WATER HEATER DRYER lind 
5 Kw. 2 куу — 15 wr. 26 kw. 16 KW — — — — 10 AW. 
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Kitchen has large-area general lighting in 
addition to concealed units under cup- 
boards and over counters of all work 
surfaces. Strip outlets are located over 
back-splash above countertop area. 


Total area of main floor of Portland Elec- 
tri-Living House amounts to 1780 sq ft, 
Ceiling, exterior walls, and floor over 
vented crawl space are insulated in ac- 
cordance with or in excess of FHA re- 
quirements, U-factors are: ceiling, 0,06; 
walls, 0.10; floor over crawl space, 0.12; 
floor over basement 0,28, at 15 degrees 
temperature difference, Design tempera- 
ture difference between inside and out- 
side, 60 degrees. Estimated hourly heat 
loss: main floor, 71,875 Btu (21.13 kw); 
sun room (basement) 4845 Btu (1.42 kw). 

Utility records of hundreds of electric- 
ally heated homes, over a period of sev- 
eral years, indicate that kilowatt-hour 
consumption for heating the average in- 
sulated house in the Pacific Northwest 
will amount to about 144 kwh per cubic 
foot of space, per year. The main floor 
of the Portland Electri-Living House con- 
tains 14,240 cu ft. Thus, the estimated 
power used for heating, by the above 
formula, would be 21,360 kwh, At a rate 
of 14 per kwh the annual cost would be 
$213.60, 

The National Electrical Manufacturers 
Associations! Manual for Electric House 
Heating includes the following formula 
for kwh consumption: 

HL X DD X C 
Annual kwh = ———————_ 
TD 
Where HL=heat loss of building in kw 
DD=annual degree days for area 
C=constant (depends on local 
conditions) 

TD=temperature difference be- 

tween inside and outside 
Applying the formula to the main floor: 


21< 4143 X 15 
——— = oral 


kwh = 


Thus, at a rate of ipie kwh, the annual 
cost would be $217.51. A practical esti- 
mate of the cost would be from $200 to 
$225 for a normal year, 

In addition to individual heater and 
zone thermostats, the entire electric heat- 
ing system (except for bath and utility 
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units) may be switched to lower tempera- 
ture levels or turned off by a master 
central thermostat, An outdoor anticipa- 
ting thermostat automatically provides an 
increase or decrease in heat output ac- 
cording to the outside temperature 
changes. 

This has a 500-amp service 
capable of adequately serving the electric 


house 


heating installation in addition to the 
many conveniences included in the house. 
The Portland General Electric Company 
feels that within a few years 400-amp 
service will be established as a minimum 
for this area. 

Estimated monthly bill exclusive of 
electric heat is: 


Lighting and miscellaneous 600 kwh 
Iron 10 " 
Coffee Maker 8 " 


Dishwasher (with heater unit) 26 " 
Ironer (mangle) M" 
Radio-phonograph JUN 
Room air conditioner 80 " 
Refrigerator 80 " 
Clothes dryer 86 " 
Home freezer (10 cu ft) 58 " 
Range 100 " 
Water heater 400 " 
Television 24 " 
Sewing machine 2" 
Electric clocks (2) 4 
Electric mixer 252 
Vacuum cleaner 207 
"Toaster AU 
Automatic washer 4" 
Bed covering 13," 
Sun room (two hr/day) 90 " 
Total 1536 kwh 


Thus, at 14 per kwh, the monthly rate 
would be $15.36 or $184.32 per year. 
Estimated cost for total electric consump- 
tion would be: 

$184.32 Conveniences 

225.00 Heating 


$409.32 Per year 
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Saints Simon and Jude Church and Parish 
Hall, designed by Pittsburgh Architects 
Schell, Deeter & Stott, is one of the first 
churches in the country to have load- 
bearing aluminum walls in its structural 
system. This new framing-and-erection 
method not only helped to solve low- 
budget and quick-erection problems for 
this particular church, but also has a 
number of other inherent advantages 
which makes it likely that the system will 
find increased use in coming years, 

In time, this building will become the 
recreational unit of the church—after the 
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loadbearing aluminum walls 


parish's permanent sanctuary has been 
built. Present accommodations, however, 
will seat 700 persons, The church area, 
which is 120 ft long and 40 ft wide, has 
space for 500; the parish hall measures 
60 ft x 32 ft and seats 200 (plan below). 

Motivating concept behind the develop- 
ment of loadbearing aluminum walls was 
a desire to take optimum advantage of 
aluminum's constructional characteristics. 
Other factors influencing the architects" 
decision to incorporate this system in their 
plans were: (1) logic of the idea; (2) 
economy realized by the elimination of 


unnecessary subcontractors; and (3) unit 
responsibility by one subcontractor for 
the structural walls, exterior wall finish, 
wall insulation, interior wall finish, inte- 
gral window, door, and louver frames, 
window vents, roof structure, and roof 
deck. 

It can be realized readily that elimi- 
nation from the contract of any one of 
the component parts listed above as (3) 
would defeat the fundamental reasons 
for designing the church so as to accom- 
plish unit responsibility for lower cost, 
erection speed, and a single structural 
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finish material to perform several func- 


tions, 
The current situation іп steel fab- 
rication, according to the architects, 


served as an additional catalyst in this 
development: “Perhaps the one single fac- 
tor which drove us to this solution was the 
usual and accepted practice of stee] fab- 
ricating companies to erect steel work to 
unusual and intolerable tolerances to 
which aluminum must be fitted.” 
Although individual wall panels were 


initially made 4 ft wide, they were fac- 


tory assembled into 12-ft-wide units to 


simplify erection. Rapid installation of 
the large wall assemblies (sequence shown 
on last page of article) was made possible 
by their light weight—approximately six 
lb per sq ft, Vertical aluminum edges 
of component panels when joined to- 
gether, provide the necessary panel fram- 
ing and, as well, form the columns 
necessary to carry load from the struc- 
tural-steel roof members. Doors and 
windows were also fitted into the basic 
panels, Interior finishes, such as plaster, 
woodwork, etc., were eliminated. 

church 


Construction costs for the 


page). Parish Hall 
Church Nave at right. 


nave wall (right). 


is 


totaled $12.08 per sq ft; 79 percent of 
this amount, or $9.59, was for structure. 
Cost per cu ft was $0.90; $0.71 being for 
structure, Seven hundred seats were pro- 
vided at $135 per unit, Total construc- 


tion time was six months. 


The original loadbearing aluminum 
wall system was developed jointly by 
Architects Schell, Deeter & Stott and 
Aluminum Structures, Inc, of Pitts- 


burgh; the latter also acting as fabri- 
cator, erector, and subcontractor for this 
job, Structural Martin 
Knabe, 


Engineer was 


Plan and view of Saints Simon and Jude Church 
and Parish Hall at Scott Township, Pa, 


(across 


at left of structure and 


Closer views of parish hall wall (left) and church 


Photos: Robert E. Dick 


materials and methods 


Detail drawings of prefab loadbearing alu- 
minum walls of parish hall and church nave. 
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Prior to erection of loadbearing aluminum walls, 4-ft panels 
were pre-assembled at factory into 12-ft units. Lightweight 
assemblies were quickly placed in position (below) to re- 
ceive load from structural-steel roof bents. 


loadbearing aluminum walls 
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specifications clinic 


Conerete-masonry units have developed 
into an important material in the build- 
ing-construction industry, The many 
advantages of the concrete-masonry unit 
include economy, fire resistiveness, suit- 
ability for both loadbearing and nonload- 
bearing walls or partitions, use as back- 
up in walls of other facing materials, 
and adaptability to various styles of 
architecture. The masonry units are made 
of portland cement and inert aggregates 
—such as sand, gravel, crushed stone, 
cinders, expanded slag, pumice, and 
other similar materials, The development 
of large, semi-automatic machines for 
the manufacture of these concrete- 
masonry units has resulted in a large 
increase in production of the units. 

While concrete-masonry units have 
many advantages, these have been some- 
what offset by the tendency of concrete- 
masonry walls to develop cracks which 
are unsightly and often permit leakage 
through the walls. Observations of con- 
crete-masonry walls damaged by crack- 
ing indicates that the development of 
tensile stresses, which produce cracking, 
is caused largely by shrinkage of the 
masonry units. One of the most impor- 
tant contributing factors is believed to be 
volume change in the blocks themselves, 
due to drying shrinkage. 

The Housing and Ноте Finance 
Agency in Housing Research Paper No. 
34 (April 1954) summarizes the results 
of an investigation into the behavior of 
concrete-masonry units. The investigation 
dealt with many variables in the manu- 
facture of such units, and is by far one 
of the most comprehensive investigations 
made to date in the field of concrete- 
masonry construction. 

The variables which were investigated 
—and which have a considerable influ- 
ence on the drying shrinkage of concrete- 
masonry units—are as follows: 


(a) 
(b) 
(с) 


Type of aggregate. 
Method of curing. 
Moisture content of 
when laid up. 

(d) Thickness of face shells. 
(e) Cement replacements. 

(f) Reinforcement of horizontal 
joints. 


units 


Of the four aggregates tested, for 
walls laid with saturated blocks, sand- 
gravel-aggregate block walls showed the 
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lowest shrinkage, Cinder-aggregate block 
walls had the highest shrinkage and 
expanded-shale and expanded-slag block 
walls were between the first two values. 

Walls laid with saturated, high- 
pressure-cured, concrete-masonry units 
showed an ayerage shrinkage of one- 
third less than for high-temperature- 
cured blocks. High-pressure curing may 
be defined as a process of curing in 
saturated steam between 338 F and 366 F 
and at a steam pressure of between 100 
and 150 psi for a period of between 6 
and 12 hours. Many plants cure con- 
crete blocks at about 120 psi (corres- 
ponding to about 350 F) for about 10 
hours, High-temperature curing is a 
process of curing at a temperature of 
about 170 F. 

Walls laid with blocks that had been 
dried to equilibrium with 70° relative 
humidity at 73 F showed large reduc- 
tions in shrinkage over those laid with 
saturated blocks in unrestrained walls. 
However, this reduction in shrinkage was 
not sufficient to prevent cracking of 
restrained walls built of high-tempera- 
ture-cured blocks, Significantly, however, 
restrained walls built with predried 
high-pressure-cured units did not crack 
when dried down to equilibrium with 
25% relative humidity, The results of 
the tests where walls were built with 
blocks dried to equilibrium with 70% 
relative humidity (30% moisture con- 
tent, or less) indicate that, for long 
interior partitions in heated buildings 
which are subject to low winter humidi- 
ties ranging down to 25% relative 
humidity, well dried high-temperature- 
cured heavy-aggregate or well dried high- 
pressure-cured light-aggregate units 
should be used to minimize shrinkage 
cracking. Neither  high-pressure-cured 
units laid with high-moisture-content nor 
high-temperature-cured units dried to 
30% moisture content appear to offer 
sufficient protection against shrinkage 
cracking of long interior partitions in 
heated buildings. 

High-temperature-cured blocks with ex- 
perimental 34"-face-shells showed less 
shrinkage than blocks with standard 
114"-face shells while high-pressure cured 
blocks showed approximately the same 
shrinkage. However, the experimental 
34”-face-shell units developed somewhat 
stronger concrete, This may be due in 


Employment of Concrete-Masonry Units 


by Harold J. Rosen 


part to better compaction, and similar 
increases in strength may possibly be 
obtained by longer or more effective vibra- 
tion of the standard 114"-face-shell units. 
Replacement of 40 to 45% of the 
cement with silica flour in combination 
with high-pressure curing produced units 
that compared favorably with similar 
high-pressure-cured units having the 
standard cement content. The combina- 
tion of cement replacement with silica 
flour and high-pressure curing reduced 
the shrinkage by approximately one-half 
when compared with high-temperature 
cured units and standard portland cement 
mix. This information should be of par- 
ticular interest to block manufacturers 
haying access to fly-ash and silica flour. 
Steel-wire reinforcing placed in the 
horizontal mortar joints of walls built 
with saturated-masonry units, did not 
eliminate shrinkage cracking, but it did 
distribute stresses and result in many 
small scattered and less conspicuous 
cracks instead of one large one. Cracks 
in dense-aggregate, well dried, or high- 
pressure-cured walls would be less no- 
ticeable with less reinforcement than 
walls built with saturated-high-tempera- 
ture-cured cinder-aggregates with rein- 
forcement in every horizontal joint. 
ASTM specifications permit a maxi- 
mum moisture content of 40%. However, 


the Housing report recommended the 
following maximum moisture contents: 
For exterior exposures: absorption 
Heavy aggregates 30% 
Lightweight aggregates 259% 
For interior exposures: 
Heavy aggregates 25% 
Lightweight aggregates 20% 


The following specification recommenda- 
tions are offered: 


(1) Specify that concrete masonry 
units be shipped, stored, and laid dry. 
(2) Specify that the maximum mois- 
ture content of concrete masonry units 
be not more than 30%. 

(3) Where weight is no objection, use 
sand-and-gravel aggregates, 

(4) Where available, specify high- 
pressure-steam-cured | concrete-masonry| 
units. 

(5) Before using steel reinforcement 
ascertain the type of block to be used, 
length of walls, and humidity condi- 
tions of the proposed building. 
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Louise Sloane residential details 


The two examples in this section, a house in Lexington, Massachusetts, by 
Hugh Stubbins, and a house in Rochester, Minnesota, by Jan Ruhtenberg, are 
expressive performances of “the architect as interior designer" at his 
most fluent. 

In each house, the interior—plan, materials, colors, furnishings—is an 
integral part of the design, not a separately conceived afterthought. The archi- 
tecture is the “‘decorating,” the structural elements and the finishes are the 
design, the components are virtually the furnishings. 

The two houses, though differing in their appropriate reflections of the 
highly personal signatures of their designers and the individual tastes of their 
occupants, share the concept of the open plan. Each, carefully and success- 
fully, introduces within this concept actual as well as visual privacy. Both 
houses are decidedly **people-conscious," clearly tailored to the lives and 
habits of the families who live in them. 

This is apparent, too, in the choice of the portable furnishings, an area 
in which architects are not always this successful—or interested, perhaps? 
Chairs, tables, rugs—even lamps—have been selected, and in some cases 
designed, with a sure concern for their importance in the total scheme, 

In the Stubbins house, a happy air of warmth, balanced living, and 
motility is conveyed through such design elements as the placement of the two 
fireplaces, the storage-wall that holds a small piano, the island cooking counter. 
In the Ruhtenberg house, pleasing elegance is the effect achieved through fine 
proportion, rich surfaces, custom-details. In each example, the architects 
special sensitivity to the good use of space, the relationship of surfaces to 
function, and the structure as a living whole, results in interiors of commend- 
able excellence. 
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p/a interior design data 


residential details 


client { Dr. and Mrs. F. Edmund Donoghue 
location Rochester, Minnesota 


architect Í Jan Ruhtenberg 


$f 
Í 


Open living space (separated from the master bedroom 
suite, nursery and kitchen) includes an entrance hall, family 
and formal living rooms, and dining room, For privacy, the 
areas are separated from one another by U-shaped angles 
created by a Travertine wall, by a blue-stone fireplace, and 
by teakwood screens. The family living room—containing 
bar, kitchenette, and built-in barbecue—has sliding glass 
walls to the east and south, and can be converted into a 
"screened porch" during the summer months. 

Natural colors and materials establish the bland beige-to- 
brown color scheme, with floors of hone-finished Travertine, 
ceilings of white acoustical plaster, walls of natural teak- 
wood. Draperies are light, sand-colored, spun-glass fabric, 
rugs are natural India raw silk, upholstery of natural calf 
leather and dark brown Rugby fabric. Notes of aqua, 
green, and black are introduced in staircase walls, and in 
some of the upholstery. Photos: Warren Reynolds 


cabinetwork 


binet Doors, Panels, Partitions: 
joddiscraft''/ teakwood/ custom 
built/ Roddis Plywood Corporation, 
arshfield, Wis. 


furniture, fabrics 


urniture: architect-designed, custom 
uilt/ executed by Pete Baroni, cabi- 
letmaker, Colorado Springs, Colo. 


Dther: Knoll Associates, 575 Madison 
ve., New York, N.Y. 


Fabrics: Thortel Fireproof 
„ 101 Park Ave, New 


hardware 
11: architect-designed/ executed by 
harles Arcularius, New Canaan, Conn. 
lighting 
tures: Kurt Versen, Englewood, NJ.: 
inland House, 41 E. 50 St., New York, 
LY. 
windows 
1: Anderson Corp., Bayport, Minn. 


walls, ceiling, flooring 


alls: ""Roddiscraft"'/ teakwood/ Rod- 
р Plywood Corporation. 


iling: "Sprayolite" acoustical plas 
/ National Gypsum Co., Buffalo 2, 
Y. 


Roman Travertine/ Twin Cities 
le and Marble Co, Minneapolis, 
nn. 


igs: Raw silk/ imported from India. 


hone-finished Roman Travertine 


sliding-glass walls 


May 1957 171 


p/a interior design data 


residential details 


client g Mr. and Mrs. Albert Goldman 


location Lexington, Massachusetts 


architects Hugh Stubbins & Associates 


Progressive Architecture 


Open planning, adapted throughout the living-dining-kitchen 
area, modulates the various spaces so as to present an inter- 
esting view from the different centers of activity. The 
major structural elements are judiciously expressed to in- 
crease the occupants’ general awareness of the anatomy of 
the house. Muted colors are discreetly used in the back- 
ground of white ceilings, gray walls, and dark-stained 
structural elements, to create a calm setting for colorful 
Paintings and furnishings, and for the people who live and 
entertain there. Photos: Louis Reens 


Shoji paper, white, green {ег}, gold flecks 


dark-stained heavy-timber lintel 


red-brick lining 
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p/a interior design data 


residential details 


house: Lexington, Massachusetts (continued) 


The dining-room fireplace, with its white-painted hood 
(metal lath and plaster on %4"-steel pencil-rod frame), 
and its red-brick chimney and hearth, is happily placed to 
serve both dining room and kitchen. Also accessible to 
both areas is the island stove counter, treated like a hand- 
some piece of furniture, with walnut case and marble-slab 
top. Storage, in divider units and wall-hung cases, is 
suavely detailed in walnut, glass, and dull-chromium hard- 
ware. 
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plate-glass sliding doors, grooved plate rails 


marble-and-walnut island cooking counter 


data 


cabinetwork 
All: architect-designed built-in cabi- 
nets, bookshelves/ walnut, oil-fini 
dull-chromium hardware/ — Custance 
Brothers; Lexington, Mass, 


doors, windows 
Doors: steel sliding doors, plastic 


screens/ Arcadia Metal Products, 80! 
S. Acacia Ave., Fullerton, Calif. 
Windows: steel, projected — sash/ 


Hope's Windows, Inc., Jamestown, 
N.Y. 


equipment 
Range: stainless-steel counter-top unit/ 
"Thermador"/ А. J. Lindermann & 
Hoverson Co., 501 W. Cleveland Ave. 
Milwaukee, Wis. 


Stove Counter Top: "Cremo" marble/ 
Vermont Marble Co., Boston, Mass. 
Ovens: stainless-steel — built-in -wal! 
ovens/ Hotpoint Co., 5600 W. Taylor 
St., Chicago, Ill. 

Dishwasher: custom walnut-front panel/ 
General Electric Co., 310 W. Liberty, 
Louisville, Ky. 


Sink: stainless-steel sink, Hudee trim/ 
Elkay Mfg. Co. 1874 S. 54 Ave. 
Cicero, 111. 


furniture 
Living Room Sofa, Dining Chairs: sofa 
covered in tan-and-white hand-wo 
Haitian cotton/ chairs of walnut 
George Nakashima, New Hope, Pa. 


Lounge Chair: woven rope/ frame by 
Knoll Associates, 575 Madison Ave., 
New York, N.Y. 


lighting 
Lamp Over Dining Table: designed by 
Orno/ Georg Jensen, 647 Fifth Ave., 
New York, N.Y. 


Lamp in Stair Hall: designed by 
George Nelson/ Howard Miller Clock 
Co., Zeeland, Mich. 

Living-Room Wall Bracket: hourglass/ 
Gotham Lighting Corp., 3701 31 St., 
Long Island City, N.Y. 


Downlights: recessed can-lights/ Lite- 
craft Mfg. Co., 8 E. 36 St, New York, 
NY. 


walls, ceiling, flooring 
Walls: plaster on gypsum lath/ all 
painted white, or gray, except kitchen 
walls of light aray-blue, and stair hall 
of pale Daffodil yellow/ United States 
Gypsum Co., 300 W. Adams St., Chi- 
cago, Ill. 


Stair-Hall Walls: horizontal, matched, 
cedar boarding, stained with Cabot's 
Driftwood Gray/ Samuel Cabot Inc., 
1371 Oliver Bldg., Boston, Mass. 


Ceiling: metal lath and plaster, 
painted white. 


Floor: selected oak, stained dark, hot- 
waxed 


Rugs: Navajo Indi by Two Gray 


Hills Indians, N. M. 
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p/a interior design products 


Natural Metal Tile: solid brass/ gold-colored, 
grain-polished/ tarnish-protected by clear 
baked-on enamel/ available in 3 sizes of field, 


2 sizes of trim/ Vikon Tile Corporation, Wash- 
ington, NJ. 


Wood-grain Laminate: "Nevamar'" high-pres- 
sure laminate/ cherry pattern/ in Burgundy 
ted or Sauterne beige/ first in a series of 
domestic and foreign wood-grain laminates/ 
The National Plastic Products Co., Odenton, 
Md. 


Sculptured Wall Covering: "Burlap"/ three- 
dimensional texture/ in china white/ elimi- 
nates necessity of plaster wall finishing layer/ 


durable, washable, waterproof, may be 
painted/ single roll 8 yds long, 1975" wide, 
trimmed/ retail: $12/ Katzenbach & Warren, 
575 Madison Ave., New York, N.Y. 


Hand-Printed Linens: from the new "Austrian 
Contemporary" import group: (left) "Jubilee"/ 
in three-color combinations of bark, gray and 
smoke; olive, gold and brass; flame, coral and 
wine; (center) "Divertissement"/ in peacock, 
flame, gold, olive, or black on natural; (right) 
"Festival"/ in turquoise, brass, wine, olive, bark, 
or black on natural/ all 50" wide/ Greeff 
Fabrics, Inc., 4 E. 53 St, New York 22, N.Y. 
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| INDIRECT LUMINOUS CEILINGS 


A radical new system of in 
hO | | er direct lighting using the new, 
high output, fluorescent lamps. 


For complete details write to 


SILVRAY ‘LIGHTING, INC. 


RKO BUITDINOG * RADIO CITY * NEW YORK 


Jointly manufactured by Silvray Lighting, Inc., for Eastern U.S.A. and by Smoot Holman for 
the West Coast. S-H patent applied for. 
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Anticipate future electrical loads! 


REPUBLIC ELECTRUNITE 


permanent wiring-system flexibility 


Peachtree-Baker Office Building, Atlanta, Ga, 

Architects: Alexander and Rothchild 

General Contractors: Ben J. Massell Enterprises 

Electrical Contractor: Whitehead Electric Co., 
Atlanta, Ga. 


THE BEST COSTS LESS INSTALLED, 
Excellent for concrete, Republic 
ELECTRUNITE E.M.T.is approved 
by the National Electrical 
Code for concealed, exposed, 
and concrete slab installa- 
tions, It provides grounded- 
system protection for all 
electrical circuits; guards 
against moisture, fire and 
mechanical injury. Millions 
of feet have been placed 
successfully in every conceiv- 
able type of concrete instal- 
lation, 


REPUBLIC 


TUM 
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аА Range of Standard. Steels 


Governor Henry Horner 
Homes; Chicago Housing 

Authority, Chicago, lil,; Architects 
and Engineers: Skidmore, Owings 
‘and Merrill, Chicago; General Contrac- 
fors: Sumner Sollitt, Chicago; Electrical 
Contractors: Emerson- Comstock Co., Inc., Chicago 


You can give your clients true wiring-system 
economy, both now and in the future, when you 
specify ample-sized runs of Republic ELECTRU- 
NITE? Electrical Metallic Tubing. The reason: 
ELECTRUNITE E.M.T. is economical, easy to 
handle and easy to install, simplifies changing 
or adding conductors to meet future require- 
ments. 

"That's what the designers and builders of 
Chicago's magnificent Henry Horner Housing 
Project and Atlanta's Peachtree-Baker Build- 
ing had in mind when they chose Republic 
ELECTRUNITE E.M.T. Hundreds of thousands 
of feet of ample-sized ELECTRUNITE were in- 
stalled in these two jobs to provide owners 
with permanent wiring-system flexibility. Econ- 
omy in adjusting to meet anticipated heavier 


Beyond providing for the future, Republic 
ELECTRUNITE E. M.T. gives today's builder many 
exclusive advantages to help make installations 
easier and more economical. For example, 
"Inch-Marks" indicate feet and inches along 
each length. You measure the job only, and cut 
and fit the raceway easily and accurately. "Guide- 
Line" simplifies making bends in the proper 
plane. Inside knurling in smaller sizes makes 
wire pulling easy. Compression-type couplings 
and connectors eliminate threading and turn- 
ing of entire runs during installation. 

It will pay you to get the complete story on 
the safe, grounded, fully protected electrical 
system made possible by easy-to-use, economi- 
cal Republic ELECTRUNITE E.M.T. Send cou- 
pon for handy reference booklet giving com- 


demand is assured. 


This Stainless-covered apartment building will never 
lose its luster. More than 60% of its exterior 
surface is made up of spandrels fabricated from 
Republic ENDURO? Stainless Steel. That means it 
will stay vivid and attractive for life. High resist- 
ance to rust and corrosion reduces maintenance 
costs. And there's a saving in weight. Send coupon 
for ideas on how ENDURO Stainless Steel can 
help you. 


plete facts. 


Interested in windows, joists, stainless spandrels? See Republic, 


Truscon "О-Т"® Steel Joists for floor and roof 
supports are light, strong and fire-resistant. A 
product of Republic's Truscon? Division, they're 
easy to handle, lessen the time and labor required 
for erection, save material in supporting frame- 
work and foundations. Send for illustrated book- 
let with complete facts, 


Truscon Vision-Vent Window Walls make any 
building bright, light and weather-tight. Truscon 
also offers window types and sizes for every 
type of construction. All are engineered to the 
application. Send coupon for illustrated catalog 
with complete facts, 


REPUBLIC STEEL CORPORATION 
Dept. C-3506 
3186 East 45th Street, Cleveland 27, Ohio 


T 

| 

| 

| 

| Please send me additional information on: 

| C] ELECTRUNITE E.M.T. 
O ENDURO Stainless Steel for architectural 

| applications 

| О Truscon “O-T” Steel Joists 

1 П Truscon Steel Windows 
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and. Steck. Producalad Name 
Company. 
Address. 
City. Zone. State. 
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p/a manufacturers’ literature 


Editor's Note: Items starred are particularly 
noteworthy, due te immediate and widespread 
Ж interest in their contents, to the conciseness 
and clarity with which information is pre- 
sented, to announcement of a new, importont prod- 
«ct, or to some other factor which makes them 


especially valuable. Unnumbered items to be ob- 
tained directly from manufacturer. 


air and temperature control 


112. Better Control Electrically, 16-p. 
publication using photos, diagrams, and 
drawings to explain selection of proper 
heating and ventilating systems for con- 
temporary schools and colleges. Sections 
written in nontechnical terms cover: con- 
trol of convector systems, direct-fired 
warm-air systems, zone systems, and unit 
ventilators as well as application of elec- 
tronic control centers, Drawings show com- 
plete piping arrangements and air patterns 
for different systems. Barber-Colman Co., 
1300 Rock St, Rockford, Ill. 


113. Duet Sizing Calculator, 2l-p. in- 
struction manual with pocket containing 
sliding-scale air-conditioning duct calcula- 
tor. Manual explains procedure for deter- 
mining residential heat gains, Supplies map 
and chart for calculating outdoor tempera- 
ture range to determine capacity of air- 
conditioning units; discusses factors influ- 
encing duct and register size and location. 
Gives instructions for using calculator to 
size complete supply- and return-duct 
systems for small homes. Armstrong Fur- 
nace Co., Columbus 8, Ohio. 


construction 


271. Flexon Expansion Joints, 8-р. file 
folder giving data on flexible metal hoses 
and corrugated expansion joints for wide 
range of industrial applications. Photos 
show construction features of seamless, 
interlocking, and elbow-forming hose types 
as well as standard and dual-type joints 
with welding ends or flanges. Discusses 
materials, anchoring and guiding proce- 
dures. Specifications, dimension tables. 
Flexonies Corp., 1322 S. Third Ave., May- 
wood, Ill. 
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“Cold-glazed Cement Finishes," by Guy G. Rothenstein, appeared 


in October 1956 P/A. This technical article contained discussions 
of properties, field- and factory-applied uses, cost, equipment and 
application, and the future of this age-old material now making a 


successful comeback in the 20th Century, Examples of installations 
using finishes of the Vitricon Corporation of Long Island City, 
N. Y., and Cement Enamel Development, Inc., Detroit, Mich., were 


illustrated. 


Another manufacturer active in this field is the Ceramic Building 
Materials Corporation. Properties of its glazed cement, in a num- 
ber of instances, differ from those found in the article referred to 
above. Readers who wish to add to their file of literature on this 
subject may obtain additional property tables, standard perform- 
ance specifications for glazed cement vitreous wall surfacing, speci- 
fications for building block and brick wall for glazed cement, as 
well as abbreviated literature (shown at left). 


960. Ceramic Building Materials Corp., 39 Saybrook Pl, 


Newark 2, N. J. 


278. Porcelain Enamel in Architec- 
ture: Part I—vVeneer-Type Construc- 
tion, AIA 15-H-2, 24-p. design manual for 
porcelain-enameled steel and aluminum 
veneer panels, Discusses how and where 
to use porcelain enamel on exterior walls, 
exterior trim, special details, and interior 
surfaces; includes typical details as well 
as photos for each type of installation. 
Design-data section gives information on 
colors, finishes, and fabrication of panels, 
back-up materials, and attachment meth- 
ods. Specifications. Architectural Diy., Por- 
celain Enamel Inst, 1145 19th St, N.W., 
Washington, D. C. 


279. Nelson Stud Welding in Con- 
struction, 4-p. 

280. Nelson Stud Welding in Windows, 
4p. Two brochures featuring different 
aspects of stud-welded fastening system. 
First brochure shows components of sys- 
tem and variety of fasteners for curtain- 
wall construction, roofing, siding elec- 
trical equipment, and anchorage. Illustrates 
welding procedure. Second folder outlines 
advantages of system using on-the-job 
photos and construction details to explain 
use of studs in window installation. Nelson 
Stud Welding Div., Gregory Industries, 
Inc, Lorain, Ohio. 


281. Starkote Wall Tile, AIA 10-B, 4-p. 
leaflet announcing availability of modular 
structural facing-tile units with integral 
ceramic glaze for use in homes, factories, 
hospitals, or schools. Photos show unit 
finished in popular blue-gray speckle glaze 
and variety of interior installations. Speci- 


fications. Stark Ceramics, Ine., Canton, 
Ohio. 
282. Hardwood Plywood, 24p. hand- 


book reprinted from June 1955 American 
Builder, serves as guide to installation and 
specification of hardwood plywood panels 
for walls, doors, and built-in furniture. 
Gives step-by-step procedure for applying 
panels to stud, masonry, or plaster walls; 
suggests designs for storage walls and cabi- 
nets; supplies data on purchasing plywood 


B.H.H. 


and identifying panels by grade. Color 
photos illustrate some popular grain and 
figure patterns which are recommended for 
specific applications. Hardwood Plywood 
Institute, 600 S. Michigan Ave., Chicago 5, 
Ш. 


283. Asbestos Transitop, АТА 19-0), 36-р. 
guide demonstrating use оѓ fire-resistant 
insulating-structural panel for: curtain-wall 
construction over steel or wood framing; 
roof decks; interior walls. Numerous iso- 
metric drawings and details show steel and 
panels joined by clip & bolt, screw, welded 
stud, and other fasteners; panel-purlin in- 
stallations with nails or roof-deck clips; 
partitions constructed with metal mould- 
ings, wood battens and dowels; panels 
installed between framing as well as ex- 
terior application of corrugated transite. 
Provides design data and specifications for 
painting. Johns-Manville, 22 E. 40 St., New 
York 16, N. Y. 


284. Modern Construction Through 
Engineering in Wood, AIA 19-B-3 (TS! 
15), 16-p. catalog illustrating use of glu 
laminated wood members in schools, 
churches, homes, and commercial build 
ings. Gives typical haunch sections fo 
tudor arches and outlines design proce- 
dure; also provides sections for constant 
radius arches, glue-laminated beams, an 
purlins. Includes data on timber roof dec! 
which combines properties of sheathing 
insulation, and finished ceiling. Specifica 
tions; information on factory-stained colo; 
finishes for glue-laminated structural mem 
bers. Timber Structures, Ine, P. O. Bo: 
3182, Portland, Ore. 


doors and windows 


396. International Doors, 20-р. catalo, 
of doors designed specifically for aviatio 
and industrial buildings such as hangai 
piers, and warehouses. Features tabulate: 
guide to aid architects in selecting doo 
for particular operating pattern and loc 
tion. Gives complete data on series 

doors in typical applications; door typ 


included are: telescoping canopy, turnover 
canopy; low-headroom braced; straight- 
slide, around-the-corner slide doors; crane 
doors; and vertical-lift pier doors. Eleva- 
tions, sections, details, specifications, 
photos. International Steel Co., 1983 Edgar 
St, Evansville 7, Ind. 


397. International Revolving Doors, 
AIA 16-G, 20-p. catalog of revolving door 
entrances featuring two-speed motorized 
door and new 12 RPM maximum speed 
control, Provides graphic data to show 
how revolving doors reduce heat loss and 
cooling costs, data on mechanical features, 
design and installation, Photos and floor 
plans illustrate typical arrangements. Gives 
formula to determine doors for specific 
needs and architectural details of stainless 
steel, all-glass, and standardized models; 
also shows basic enclosure designs, fold- 
ing features, special two- and three-wing 
doors. Specifications, diagrams, Interna- 
tional Steel Co., 1983 Edgar St., Evansville 
7, Ind. 


398. Stanley Hinge Selector, durable 
spiral-bound hinge selector device consists 
of data chart and slide-rule which simplify 
specification of hinges for particular door 
and frame construction. Provides factors 
for determining size, type, and finish of 
hinges used on entrance, toilet, corridor, 
and closet doors in schools, office build- 
ings, or dwellings. The Stanley Works, 
New Britain, Conn. 


399. Procedure for Installing Geyser 
Windows, 4-p. 

301. Geyser Tracing Guides (I, II). 
Installation data sheet showing eight steps 
in procedure for erection of aluminum bar 
windows includes: instructions for locat- 
ing bolts; assembling steel sub-frame; in- 
stalling frame, ventilators, and trim; glaz- 
ing. Set of two tracing guides designed 
for architects doing commercial/industrial 
buildings, supplies !4" scale details for 
“Contemporary” Series aluminum bar win- 
dows. Standard window sections, vent de- 
tails, sections and details for dual-glazed 
sash and door frames, installation and 
special details, E. К, Geyser Co, 915 
McArdle Roadway, Pittsburgh 3, Pa. 


302. Lustraglass and Lustracrystal, 
ATA 26-A, 4-p. brochure presenting data 
on gray or green-tinted heat-absorbing and 
glare-reducing glass products, Lists features 
and transmission factors of two glass types 
used for glazing windows, doors, and storm 
sash or used to replace М” plate glass 


PROGRESSIVE ARCHITECTURE, 430 Park Avenue, New York 22, N. Y. 


112 396 522 862 
113 397 644 863 
277 398 645 957 
278 399 646 958 
279 301 735 959 
280 302 736 960 
281 303 737 67 
282 489 859 68 
283 490 860 69 
284 491 861 


Coupon must be used by 7/1/57. 


where slight distortion is not objection- 
able. American Glass Co., 2000 Farmers 
Bank Building, Pittsburgh 22, Pa. 


303. Calder Garage Doors, 16-p. bul- 
letin offering data on overhead sectional 
garage doors for homes, commerce, and 
industry. Illustrates popular paneled and 
flush surface patterns, Assembly of com- 
ponent parts and mechanical features are 
explained by drawings and exploded views; 
details show vertical-lift track assemblies, 
chain-lift doors, service station door rails 
and mullions. Headroom information, 
photos, specifications. Calder Mfg. Co., 
Laneaster, Pa, 


electrical equipment, lighting 


489. Trim-Line Fixtures, 16-р. pam- 
phlet presenting series of shallow rectangu- 
lar surface- and ceiling-mounted fluorescent 
fixtures with interchangeable bottom panels 
designed for contemporary interiors hav- 
ing limited headroom, Photos of louvered 
and prismatic-glass surface models are ac- 
companied by exploded views indicating 
construction features, tables of engineering 
and dimension data. Also shows adjustable 
and fixed stem hangers for pendant mount- 
ing. The Sechrist Mfg. Co., 4990 Acoma 
St., Denver 16, Colo. 


490. Wilson Luve-Tile, ATA 31-F-2, 
Ж 16-р. guide for planning and installation 

of 12" square louvered tiles of molded 
plastic material for ceiling-light diffusion. 
Drawings explain suspension system which 
permits hinging from either side. Photos 
show tiles installed over entire ceiling and 
in decorative patterns, Discusses key fac- 
tors in planning. Sample layout; wall sec- 
tions; analysis of basic elements; pictorial 
installation and maintenance instructions, 
J. A. Wilson Lighting & Display, Ine., 260 
Delaware Ave., Buffalo 2, N. Y. 


491. Interior Lighting Design Data, 
52-p. manual intended as basic reference 
book for architects and engineers design- 
ing interior lighting installations. Describes 
footeandle levels required for such seeing 
tasks as drafting, bookkeeping, and ma- 
chine operating; levels are assigned to 
specific interior areas of all conceivable 
types from armories and airplanes to tex- 
tile mills, Also, suggests methods of cal- 
culating light quantities as well as selecting 
lighting systems, maintenance factors, and 
locations for luminaires. Provides tabulated 


textbook data on room indexes and co- 
efficients of utilization in addition to series 
of charts that facilitate computations. 
Westinghouse Lamp Div., Bloomfield, N. J. 


finishers and protectors 


522. Materials for Construction and 
Maintenance, 20-p. product guide describ- 
ing properties and advantages of com- 
pounds for joining, protecting, strengthen- 
ing, and repairing construction materials. 
Products include: brickwork calking, ma- 
sonry dampproofing, latex expansion joints, 
water-repellent concrete admixtures, as well 
as pigment powder for integrally colored 
abrasion-resistant concrete floors. Specifica- 
tions, application instructions, drawings, 
photos. A. C. Horn Companies, 10 St, and 
44 Ave, Long Island City 1, N. Y. 


insulation (thermal, acoustical) 


644. Certified Pile Weather Seal, 30-p. 
loose-leaf catalog illustrating metal and 
plastic-imbedded woven-pile weatherstrip- 
ping designed to fit individual specifica- 
tions. Covers: U-shaped glass-run channels 
with pile strips along one, two, or three 
surfaces; flat shapes; special plastic shapes, 
Photos, dimensioned drawings. Schlegel 
Mfg. Co., Rochester 7, N. Y. 


645. Mineral Wool Insulation, 16-р, 
booklet outlining advantages of mineral 
wool insulation for electrically heated 
homes. Recommends insulation standards. 
Illustrations show installation of batts, 
blankets, and vapor barriers under various 
conditions. Indicates minimum vent open- 
ings for attic and basement; provides guide 
for use of blown mineral wool; discusses 
perimeter insulation of on-grade concrete 
slabs. National Mineral Wool Assoc., 2906 
Americas Bldg., Rockefeller Center, New 
York 20, N. Y. 


646. Armstrong Acoustical Materials, 
AIA 39-B, 24-p. product guide offering 
range of acoustical ceiling materials for 
commercial /institutional buildings. Dis- 
cusses acoustical problems with reference 
to basic principles; provides chart for 
selecting perforated, striated, or textured 
tiles according to size, cost, maintenance, 
and other key factors. Gives complete data 
on wood fiber, mineral fiber, fissured 
mineral wool, metal pan, and all-cork 
types. Photos show individual tiles and 
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p/a manufacturers’ literature 


(Continued from page 181) 


completed installations. Describes proce- 
dures for installing with cement, nails, 
staples, or screws while five mechanical 
suspension systems are illustrated. Speci- 
fications. Armstrong Cork Co., Lancaster, 
Pa, 


sanitation, plumbing, water supply 


735. Good Practice in Sewer Construc- 
tion, 4p. bulletin recommending tech- 
niques for preparing, back-filling, and 


finishing sewer-pipe trenches as well as 
inspecting completed job. Offers formulas 
and discusses general methods for deter- 
mining trench width, depth, and slopes, 
Also, data on bedding. Photos, drawings. 
Clay Sewer Pipe Association, Columbus, 
Ohio. 


736. Eljer Plumbing Fixtures, 40-р. 
catalog exhibiting line of kitchen and 
bathroom equipment, Includes: enameled 
cast-iron bathtubs, vitreous china or metal 
built-in flatrim counter installed sinks, 


[HAW S | 


ELECTRIC 
WATER 
COOLERS! 


application. 


closing valve. 


| Zw 


For full information and specifications, 
see the HAWS Catalog. Write today! 


DRINKING FAUCET CO. 


1443 FOURTH STREET (Since 1909) BERKELEY 10, CALIFORNIA 
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distinctive.. 
reliable... 


Add beauty and convenience 
to your interior plan! Specify 
HAWS Coolers— designed in 
smooth, functional lines that 
complement today's architec- 
ture—- with custom-styled cab- 
inets, lifetime stainless steel 
tops, chrome trim, They are 
ideal for school, office, restau- 
rant or cafeteria, commercial, 
industrial and institutional 


No complex planning is necessary! HAWS Electric Water 
Coolers merely require an electric outlet, water source and 
drain. There are many models for many needs... 
cets, bottle cooler types, fill-glass faucets... 
complete sanitation features. 


HAWS also features complete lines of drinking fountains and 
Emergency Eye-Wash Fountains.. 
for every make plumbing fixture that requires an automatic 


bubbler fau- 
all with HAWS 


.also KRAMER Flush Valves 


standard lavatories, wash sinks, toilets, 
urinals, cabinet-enclosed sinks, base cabi- 
nets, drinking fountains and new line of 
brass fittings, Shows seven available pastel 
colors; recommends colorschemes to co- 
ordinate fixtures, walls, ceilings, trim, and 
woodwork. Suggests alternate bathroom 
groupings. Plumbing connections are in- 
dicated on dimensioned drawings. Photos. 
Eljer Div., The Murray Corp. of America, 
Three Gateway Center, Pittsburgh 22, Pa. 


737. Plumb-Easy Drains, AIA-29.C, 
96-р. spiral-bound catalog, tab-indexed in 
six sections that cover wide assortment of: 
cast-iron or bronze drains for floors, roofs, 
and showers; swimming pool fittings; ac- 
cess boxes; hydrants and trap standards; 
interceptors. Illustrations of each item are 
accompanied by clearly drawn details, giv- 
ing full information. Provides installation 
data for grease interceptors serving com- 
mercial sinks and dishwashers; instruc- 
tions for installing oil interceptor serving 
multiple floor drains, metal chip bins, 
trench drains. Jay R. Smith Mfg. Co, 
Union, N. J. 


specialized equipment 


859. Mills Toilet Compartments, AIA 
35-H-6, 20-p. catalog exhibiting line of 
junior-height toilet enclosures, hospital 
cubicles, and shower units for institutional 
use. Provides color illustrations, complete 
details, and specifications for ceiling hung, 
floor-braced, or overhead-braced compart- 
ments, Photos show standard hardware and 
accessories. Drawings suggest layouts for 
compartment groups, In addition, explains 
how finishes are applied; sample chart 
shows 20 standard colors available in 
porcelain or baked-on enamel finish. Mills 
Metal Compartment Co., 965 Wayside Rd, 
Cleveland, Ohio. 


860. Printed Acetate Drawing, 4-p. leaf- 
let describing cellulose acetate sheets with 
transparent pressure-sensitive adhesive for 
applying standard component drawings, 
wiring diagrams, uniform title blocks, or 
bill of materials to drawings—in order to 
save drafting time. Samples of typical 
sheets are enclosed. Application instruc- 
tions, photos. Stanpat Engineering Co., 
Whitestone 57, N.Y. 


Economy Lifting Equipment, 38-p. spiral- 
bound notebook exhibiting array of ma- 
terials handling equipment for industrial] 
use. Sections cover: custom-built hand and 
electric lifters; sectional drum or barrel 
racks; telescopic platforms for overhea 
maintenance work. Fully illustrated with! 
photos showing equipment in actual use.| 
Dimensions, capacity charts, drawings, 
specifications, Request from: Economy, 
Engineering Co., 4511 W. Lake St, Chi 
cago 23, Ш. 


861, Food Serving Equipment, 48-р. 
booklet illustrating line of stainless-stee 
food-serving and preparation equipment 
installed in schools and colleges through: 
out U.S.A. Studies of individual dinin 
areas feature floor plans, descriptive data, 
and photos of single units as well as entir: 
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the Two Grand Old Names in Lighting 
' Cinnounce the New 
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. 

{ “Mr. Holophane" says— “Mr. Guth? says— 

M “Glad to have you aboard, “Thank you, Mr. Franck. 
o Ed. My colleagues tell те Our Engineers have had 
e. your new catalog will ^ ahey-day with your grand 
. rove to be most valuable — lens-line. The new catalog 
9 or Architects and Engi- ^ appears to be a most help- 
ә neers. Congratulations!" ful lighting tool.” 

t CHARLES FRANCK, EDWIN F. GUTH, SR. 

e President 

F The Holophane Company The Edwin F. Guth Co. 

e New York 17, N. Y. St. Louis 3, Mo. 

° 

. 

. 1 
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"THE NEW GUTH CATALOG features 
8 special indexed sections to completely cover the 
entire new Brascolite line of incandescent fixtures: 
square and round recessed units with Holophane Con- 
trolenses*, surface and suspended fixtures, night lights, 
bed lights, gym lights, etc. Complete with photograph 
of each fixture, plus specifications, dimensional draw- 
ings (drawn to scale for easy reproduction), coefficients 
of utilization, light curves, installation information 
and other technical data. 


Also aspecial 12 page section including complete Lumen 
and Point-by-Point Charts, features of Guth quality 
design and constriction, as well as description of the 
famous ALZAK Lifetime Aluminum Finishing Process. 


Write on your letterhead for your complimentary 
copy of this new catalog today. 


Celebrating 
Our 55th Anniversary 


*  Holophsne Co. 
1902-1957 «р lit 


THE EDWIN F. GUTH CO., ST. LOUIS 3, MO. 
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Tectum roof tile with rabbeted edges are designed for laying 
on bulb-tee sub-purlins. Grout poured around the bulb-tee 
cements the tiles in place and mechanical clips or special 
fasteners are completely eliminated. Here are the advantages: 
Tectum's rabbeted edges allow plenty of space for a full grout 
seal and grout flows evenly around the bulb-tee, Grouting 
eliminates metal fasteners and possible condensation problems 
at the bulb-tee. Your men can't make a mistake. Just fill the 
opening with grout and drag it smooth. 15 Ib. felt, factory 
applied on the Tectum provides a perfect base for built-up 
roofing. When the Tectum's down you're ready to go—and 
Tectum goes down fast. 


Write today for complete information on Tectum—the finest roof 
deck material you can specify. See Tectum's new strip film 
"The Race Against Time"—the story of five new schools 

with an open construction concept and Tectum deck throughout. 
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Tectum DECKS 
OFFER MORE 


Rabbeted Edges Assure 

Full Grout Seal—Eliminate 
Metal Fasteners and Bulb-Tee 
Condensation—Minimize 
Human Error 


Tectum tile with rabbeted edges 
on the long dimension 


15 Ib. felt, factory applied 


gravel surfacing 


EDU He T irs j 


tectum |\7] 
TILE | 


TECTUM 
TILE 


y / 


bulb-tee joist or beom 


Grout flow 
Plenty of r 


oround bulb-t 
a full grout 


112 SOUTH SIXTH STREET, NEWARK, OHIO 


Branch offices in Columbus, Philadelphia, Atlanta, Chicago, Dallas, Beverly Hills, and Seattle, with distributors in principal cities 


Anderson Clark Junior High School, Los Angeles, Calif, 
Architects: Risley and Gould 


Students 
who attend 
modern 


schools 


like these... 


Hudson Falls, N. Y. High School 
Architects: Sargent, Webster, Crenshaw & Folley 


New Trier Township High School, Winnetka, III, 
Architects: Furst, Maher & McGrew 
Consulting Engineer: Arthur Bladen of Neiler, Rich & Bladen. 
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Pattern No. 70 glass in New Trier Town- 
ship High School cafeteria. Fixtures by 
Electro Silv-A-King. 


Lenslites in a new auditorium-gymnasium. 
Fixtures by Eastern Lighting Fixtures. 


LOIRE 


From grade school through college, 
proper lighting is one of the major 
keys to easier learning. 

Engineered lighting with Corn- 
ing lighting glassware is controlled 
for seeing. It makes learning easier 
by helping to provide the correct 
visual environment. 

Through continuing research in 
light control, Corning has devel- 
oped engineered lightingware uti- 
lizing the optical properties of glass 
for uniform distribution of ade- 
quate, comfortable light. 

From corridor to library, from 
gymnasium to classroom, Corning 


Pattern No. 70 glass in Hudson Falls 
High School Library. Fixtures by Sylvania. 


Alba-Lite panels light this college library. 
Fixtures by Pittsburgh Reflector. 


lightingware in an engineered in- 
stallation will meet every functional 
standard for better lighting. 

If you're planning a modern 
building you are faced with an il- 
lumination problem . . . Bulletin 
L-100, “Commercial Lighting Ap- 


Corning Glass Works, 63-5 Crystal Street, Corning, New York 
Please send me a copy of Bulletin L-100, “Commercial Lighting Application Guide.” 


DL €—M——ÁÓ—— €€———À 


Alba-Lite panels in corridor of Anderson 
Clark Junior High School. Fixtures by 
Fluorescent Fixtures of California. 


grade school classroom. Fixtures by 
R. & W. Wiley. 


see better with modern engineered lighting 


plication Guide" not only lists and 
illustrates the many types of Corn- 
ing lightingware that are available 
to you but also tells you how to 
accomplish specific lighting tasks. 
Send for your copy today! 


Company.. 


Street... 


City... 
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Cening means research ie Gasa CORNING GLASS WORKS, 63-5 crystal Street, Corning, N.Y. 
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pja manufacturers’ literature 


(Continued from page 182) 


food center. Points out construction and 
design refinements. Southern Equipment 
Co., 4550 Gustine Ave., St. Louis 16, Mo. 


862. Kitchens by Keck, 16-p, booklet 
featuring series of residential modular 
kitchens designed by Architect George 
Fred Keck. Two-tone perspective render- 
ings and floor plans stress simple, open 
layouts with integral or adjacent dining 
area. Describes advantages of compact, 
modular arrangements which concentrate 
cooking, cleanup, and utility equipment to 


permit free movement between rooms. 
Hotpoint Co., 5600 W. Taylor St., Chicago 
44, Ill. 


863. Architectural Building Products, 
4-p. catalog sheet giving statistical data on 
accessories for publie buildings. Covers: 
several lettering styles, indicating those 
adaptable to neon lighting; straight and 
beveled-edge tablets. Photos illustrate de- 
sign variety in directories and church 
crosses; drawings show upright, wall. 
bracketed, and outrigger-type flagpoles as 


THE NEW, 
TRULY MODERN 
CLEANING SYSTEM 


SPENCER 


Vacuslot..: 


Here at last is an easily installed, inexpensive and 
completely practical cleaning system that takes ad- 
vantage of the speed and ease of dry mopping 
. « . yet assures the dust-free, germ-free sanitation 


that only vacuum can provide. 


It's the SPENCER VACUSLOT system . . 
modern system that handles all cleaning tasks 


quickly, easily, thoroughly. 


ROUTINE MAINTENANCE—In bare floor areas, large dry mops push dirt and litter 
to the Vacuslot, where high suction Spencer vacuum whisks it away to the 
centrally-located dirt separator. Mops are vacuum cleaned at the Vacuslot. 
Dust and germs can't escape into the air as they do when mops are shaken. 


WET PICK-UP—A light, portable separator tank permits using the Vacuslot system 
for quick, complete pick-up of accidental spillage or suds from scrubbing machines. 


VACUUMING—Carpeted areas, Venetian blinds, stairs, entryways, furniture 
are quickly and completely cleaned with Spencer vacuum. Attaching hose to 
Vacuslot valves is as quick and simple as plugging into an electrical outlet. 


BOILER CLEANING—Spencer vacuuming of boiler tubes provides proven fuel 


savings up to 20%. 


HARTFORD 6, 
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AIDS TO ARCHITECTS 


Bulletin 153B describes Spencer Vacuslot Systems. New Movie 
is 20 minute showing in color of Spencer Vacuum Systems in 
operation, Engineering Assistance on preparing specifications 
and laying out systems is available from your experienced 
Spencer representative. 


th SPENCER 


TURBINE COMPANY 
CONNECTICUT 


. the 


ENC 


HARTFORD 


SPENCER 


well as sign poles and standards with 
various base and face-panel shapes, Nelson- 
Harkins Industries, 5301 N. Kedzie Ave., 
Chicago 25, Ill. 


surfacing materials 


957. Glazed Ceramic Tile, AIA 23-A, 
10-p. booklet offering series of installation 
drawings for large-size (8!5" x 44%"; 
6" x 4!5") glazed ceramic wall tile for 
horizontal or vertical applications in com- 
mercial/institutional buildings. Exploded 
drawings show assembly of trim shapes 
used with adhesive and mortar, Set of 
structural details covers flush and pro- 
jected tile-face applications over variety 
of wall materials, Decorative effects pos- 
sible are suggested in four-color photos. 
American-Olean Tile Co., Lansdale, Pa. 


958. Ceramic Tile, AIA-23a, 4-color cat- 
alog with charts showing colors available 
in glazed and unglazed ceramic tiles for 
floors or walls. Tables show trim shapes 
and sizes. Includes selection of china 
bathroom accessories as well as perma- 
nently conductive tiles for hospitals; sug- 
gests many color combinations with pat- 
terns using geometric shapes and pictorial 
tile strips. Shows unusual effects attained 
by decorating surfaces with preconceived 
all-over design instead of reiterating basic 
pattern such as octagon and dot. Amer- 
ican-Olean Tile Co., Lansdale, Pa. 


959. Vina-Lux Flooring, 4-р. folder 
showing selection of colors available in 
reinforced vinyl-asbestos tile units featur- 
ing delicate uniform veining. Presents data 
on special characteristics, installation, size, 
thickness. Also illustrates matching colors 
used in flexible bases and feature strips. 
Azrock Products Div., Uvalde Rock Asphalt 
Co., Box 531, San Antonio, Tex. 


interior furnishings 


67. Wood-Furniture Specifications, AIA- 
35, 44-р. specification guide intended to 
provide architects with up-to-date infor- 
mation on materials, finishes, and con- 
struction of wood laboratory furniture as 
well as aid him in specifying installation 
procedures for best results. Key drawings, 
sections, and details indicate important 
construction features of sliding and swing- 
ing door cabinets; open-leg tables; table 
tops of various compositions. Paragraphs 
in specification section, covering all neces- 
sary data can be copied intact or con- 
densed. Kewannee Mfg. Co., Adrian, Mich, 


68. Invincible Office Chairs, 4-p. 

69. Invincible Steel Desks, 8-р. Two 
catalog brochures featuring contemporary- 
styled metal office furniture. First folder 
illustrates line of upholstered swivel and 
side chairs with glass, fiber, or steel bases. 
Shows design features and fabrics, Photos, 
dimensions, Second brochure covers series 
of modular desks with molded- or square- 
edge tops to permit combination with 
auxiliary units; sketches suggest alternate 
arrangements. Photos show pedestals, tops, 
supports, and tables for designing custom 
groups. Invincible Metal Furniture Co., 
Manitowae, Wis. 


Announcing 2 More "Firsts" for 


NORTON DOOR CLOSERS! 


Norton 750 


Norton 703E 


Surface-mounted type... 
First door closer ever made 
with extruded aluminum 
alloy shell. 


Revolutionary corner de- 
sign with concealed arms 
and extruded aluminum 


alloy shell. 


NORTON 703E 
End View — Actual Size 


Ultra- Modern in clean-lined functional design...Traditional in ruggedness 
of construction...full rack and pinion dependability of operation. 


After years of research to perfect 
suitable alloys and designs, Norton 
now offers the very first door closers 
which are not cast iron...not die 
cast or sand cast but extruded from 
tough aluminum alloy of such density 
that leakage through the shell is 
eliminated. 

Utilizing this advance are two brand 
new Norton models specifically de- 
signed to complement the structural 
simplicity of modern doors...engi- 
neered to serve indefinitely with the 
efficiency, low maintenance and 
durability typical of all Norton 
Door Closers. 


NORTON 703E: Surface mounted 
type, can be used on either side of 
door...only 144” projection...can 
be finished to match hardware...up 
to 180* opening, trim permitting. 


NORTON 750: Cornertype of unique 
design for outside doors... arms 
completely concealed when door is 
closed...blends unobtrusively with 
latest aluminum frame doors. 


But, not all advantages of these 
newest Norton Closers can be listed 
here. Write today for new data 
sheets just off the press giving full 
description and specifications. 


® DOOR CLOSERS 


NORTO 


Dept. PA-57 * Berrien Springs, Michigan 


May 1957 189 


Concordia 
Lutheran Church 
San Antonio 
Texas, is 
44' x 117'-5 
plus wing for 
sacristy, organ 
and choir. 
Construction is 
slab 
and beam 
foundation on 
fill. Ceiling 
is sprayed-on 
acoustical 


plaster 


heating is by 
warm air 
nave lighting 
is on 

rh tat 
Architect: 
Henry 
Steinbomer 
San Antonio, 
Tex 
Contractors: 
F. L. Scott 

& Son 

San Antonio 
Texas 
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ILLUSTRATED BROCHURE, 


“Churches of Beauty and 
Economy" i: 
for the asking. See your 
nearest Timber Structures 
representative, or write 
us directly. 


Theorem: Gulam Arches by Timber Structures, Inc. 
= atmosphere for worship-- economical construction 


, 
/ 


Desire for church of distinctive appearance; to seat 300 people; moderate budget. 


To Find: 


Framing which combines structural and decorative functions to achieve maximum 
beauty and economy. 


Proof: 

Imaginative design using high rise glulam arches, handmade Mexican brick and 
unusual window treatment resulted in this building of striking but simple beauty. 
In recognition of its excellence, the Church Architectural Guild of America 
awarded it second prize for small churches. 

Glulam arches are 44 feet in span, spaced at 16 feet to support the sharply 
pitched roof, Left exposed, they add a feeling of warmth and stability to the 
pleasant interior. 

The cost figures for the church are equally attractive. Total cost for 5,435 
square feet was $72,000, or only $13.24 per square foot. 


TIMBER Structures, Inc. 


P. O. Box 3782-B, Portland 8, Oregon 
Offices in Ramsey, N. J.; Rochester, М, Y.; Boston; Philadelphia; 


West Hartford; Cleveland; Charlotte; Chicago; Centerline, Mich.; 

Kansas City; Kirkwood, Mo.; Minneapolis; Wichita; Des Moines; Timber Structures, Inc. of California 
Memphis; Dallas; Houston; Birmingham; Seattle; Spokane; Denver. RICHMOND * BEVERLY HILLS 
Local Representatives throughout the United States ond Conoda SACRAMENTO 


in the United States and Canada 


persolite products, inc., 1245 osoge street, 
denver 3, colorado— 
telephone: acoma 2-6111 


airlite processing corporation of florida, 
building no. 9, air base, vero beach, florida = 
telephone: 3518 


southern insulation company 
р. о. box 2082, atlanta 1, georgia 


ryolex corporation, 310 eos! bradley street, 
champaign, illinois—telephone: 6-4234 
silbrieo corporation, 5901 west 66th street, 
chicago 38, illinois— 

telephone: reliance 5-3322 


oirlite processing corporation, scottsburg, 
indiana (office), vienna, indiana (plant) — 
telephone: plaza 1-5538 and ploza 1-8821 


the whittemore company, 35 horrison street, 
roslindale 31 (boston), mossochusetts ~ 
telephone: fairview 3-6020 


gregg products company, 646 chestnut street, 
$. w., grond rapids, michigan — 
telephone: glendale 4-5322 


minnesota perlite corporation, 315 west 86th 
street, minneapolis 20, minnesota — 
telephone: south 1-8924 


į. 1. brouk ond compony, 1367 south 
kingshighway blvd., st. lovis 10, missouri— 
telephone: jefferson 3.9022 


certified industrial products, inc., 
1344 liberty avenue, hillside, new jersey — 
telephone: murdock 8-1921 


certified industrial products, inc., 

1344 liberty avenue, hillside, new jersey 
telephone: murdock 8-1921 

buffalo perlite corporation, 100 sugg rood 
[cheektowoga], buffalo 25, new york— 
telephone: plaza 4326 


corolina perlite company, p. o. box 158 
salisbury, north carolina — 
telephone: 3984 


indoken perlite company, 5300 vine street, 
cincinnati 17, ohio-telephone: avon 9946 


pennsylvania perlite corporation, 
р. о. box 694, allentown, pennsylvania — 
telephone: congress 4-2891 

perlite manufacturing company, p. o. Бох 478— 
atch street extension, carnegie, pennsylvonia — 
telephone: walnut 1-9200 (pittsburgh) 


uston, inc., 3010 dixie drive (office), 
502 fauna avenve (plant), houston, texos— 
jockson 8-2243 


perlite o 


telephone 


MSS 
117 north britain rood, irving, texos— 
telephone: 2-8181 (irving), randolph 5354 (dallas) 


! products company, 


nia perlite corporation, p. o. box 687 
ewell, virginio— 
telephone: cedar 9-4172 and cedar 9-2676 


badger lightweight corporation, 
3101 west mill road, milwaukee 9, wisconsin 


telephone: flagstone 1-9050 


western perlite company, ltd., 101 mobil oil 
building, calgory, alberta, canada 
telephone: 2-7722 


500 raleigh street, 
phone: 50-2521 


perlite industries, reg'd., 500 canal bonk, 
ville st. pierre, quebec, conada— 
telephone: walnut 7098 


u 
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And that 4¢ a square foot may not be the top 
...We have reports of still greater savings in 
some special cases, 

Permalite lightweight insulating concrete, used 
in open-web roof deck construction, saves both 
construction time and material costs, since it allows 
lighter roof joists, spaced more widely, than do 
conventional construction methods. And it gives a 
roof deck of ample strength... roofing contrac- 
tors have no hesitation in laying 20-year-bonded 
roofs on Permalite lightweight concrete roof decks. 

Permalite lightweight insulating concrete pro- 
vides such excellent insulating properties that 
many industrial buildings gain a completely satis- 
factory "U" factor without a ceiling! Permalite 
roof decks have been poured with a "U" factor 
as low as .091 for the completed roof deck, 
although such a very low rating is the exception. 

Now hear this! Everything you need to know to 
specify Permalite lightweight insulating concrete 
roof decks has been spelled out for you, complete, 
in the Permalite Roof Deck Manual. Complete, reli- 
able data gives you full engineering information 
in ready-to-use form... many types of roof forms 
and ceilings, with full tables on appropriate slab 
thicknesses, weights, strengths, and "U" factors 
with and without ceilings. 

This manual, which will save you many hours of 
calculations on every job, is available from the 
Permalite franchisee nearest you. He is listed in 
the column on the left — write or phone him now! 


612 South Flower St - Los Angeles 17, California 
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AIR CONDITIONING SYSTEM 


CONDITIONED AIR 
; А BLOWERS AND 
EVAPORATIVE Ё 
CONDENSER HOUSINGS ELECTRICAL 
кы CONTROL 


® HEATING АМО 
COOLING COILS 


MOTOR 
COMPRESSOR 


THE DUNHAM-BUSH 


‘CPU’ COMMERCIAL 
PACKAGE UNIT 


This pre-engineered Dunham-Bush unit is a complete air conditioning system housed in one 
cabinet. Each unit is entirely self-contained . . . with evaporator, compressor, evaporative 
condenser and pump, fans, motors, piping and controls . . . all pre-engineered to provide 
peak operating performance at minimum operating cost. Installation requires only connection 
of power supply to control panel, connection of water make-up line and necessary duct con- 
nections, All units are run in and tested before shipment and are shipped with a holding 
charge of Freon. 

The Dunham-Bush ‘CPU’ unit features patented high efficiency Inner-Fin® cooling coils; 
slow speed compressors specially selected for quiet operation; and forced-draft, blow-through 
type Innerfin evaporative condenser, Available in 10, 15, 20, 30 and 40 Ton models. 

Get complete details today. Contact the Dunham-Bush Sales Engineer in your area or 
write for ‘CPU’ catalog. 


Dunham-Bush, Inc. 


WEST HARTFORD 10 • CONNECTICUT • U. S. A. 


DUNHAM BUSH 


MICHIGAN CITY, INDIANA * MARSHALLTOWN, IOWA * RIVERSIDE, CALIFORNIA * UTICA, NEW YORK 
SUBSIDIARIES 


HEAT-X, INC. DUNHAM-BUSH (CANADA), LTD. THE BRUNNER CO. р DUNHAM-BUSH, LTD. 
ШП [poems 
[неа!-х] BREWSTER, М.Ү. TORONTO, CANADA BRUNKER GAINESVILLE, GA. LONDON, ENGLAND 
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New all-modular, movable, interior-wall 
system allows architect to incorporate in 
his design any type of panel—metal, 
wood, plastic, glass, fabric, or any com- 
bination of these, He may also specify 
any type or shape of post—flush, re- 
cessed, protruded, or any combination. 
Further, the wall style may be varied— 
floor-to-ceiling, off-the-floor, or off-the- 
ceiling—using only standard, mass-pro- 


available in a wide variety of shapes, 
surfaces, materials, and colors; (2) pan- 
els are removable from either side and 
completely interchangeable; (3) posts of 


pja products 


EM 


fireproof (when all parts are made of 


incombustible materials); (7) walls re- 
quire minimum maintenance and have 
maximum durability; (8) complete wall 


duced components and all based on a 
four-in. module. Called “Horizon,” this 
system provides custom design advan- 


installations are readily disassembled, 


moved, and erected elsewhere in a matter 


many shapes and materials are available; 
(4) adjustments are provided at base, 
ceiling, and ends; (5) provisions are 
builtin for utility services and electric 
wires; (6) walls are sound resistant, and 


of hours; (9) walls are economical. The 
E, F. Hauserman Co., 7500 Grant Ave., 
Cleveland 5, Ohio. 


tages: at the same time, it has all the 


benefits of mass-production economies. 


Principal features are: (1) panels are 


Primed sliding (left) looks, feels, and works like 
wood; has no surface or structural grain, knots, or 
slivers; will not split, splinter, or crack from nailing. 
Prime coating is applied to face, back, and ends. 
Both long edges are cut at precise angle with corner 
slightly rounded; weatherstrip edge causes water to 
drip straight down preventing flow back behind sid- 
ing. Single-cut edges also make product reversible. 
Insulite Div., Minnesota and Ontario Paper Co., 500 
Investors Bldg., Minneapolis 2, Minn. 


New “Smoothee” exposed closer for interior doors 
—wood or metal—comes in three capacities, allows 
wide opening of door, and is adaptable to any 
conventional trim, Available with regular or hold- 
open arm (90-140 degrees). New feature increases 
power by simple reversal of arm shoe. LCN 
Closers, Inc., Princeton, Ill. 
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NOW! HARBORITE 


Harborite is the miracle overlaid fir plywood 


... has rabbeted lap for automatic alignment . . . 


lasts longer. . . looks better. . . costs less! 


EASY WORKING! Harborite Beveled 
Siding is easier to apply ... еаѕіег to 
work with standard tools, No furring 
strips, wedges or shims are required. 
No chalklining or measuring is needed 
...the rabbeted lap provides auto- 
matic alignment, Nailing and caulking 
are easier. Joints are smooth and 
weathertight. 


EASY PAINTING! Harborite Beveled 
Siding has a super-smooth overlaid 
face...paint goes on easier, lasts 
longer, looks better. Harborite Bev- 


x— eled Siding is completely Resin- 


Sealed. Overlay eliminates checking 
...minimizes grain raise! 


Available at 


© 1957 Harbor Plywood Corporation 


LOWER COST! Ease of handling, 
working and painting greatly reduces 
precious man-hours... slashes time 


j and costs! No waste effort or mate- 


rial. It’s re-humidified . . . shrinkage 
and warpage reduced to an absolute 
minimum! Maintenance costs cut, too| 
... the hard surface wears far longer 
than ordinary sidings! 


EASY HANDLING! Harborite Beveled 
Siding is light weight. One man ca 


in sturdy, easy-to-handle cartons. 14 
pieces, 12" x 96" to the carton.. 
net coverage 105 square feet. 


your lumber dealer 


Sales offices and warehouse stock in ABERDEEN e ATLANTA e CHICAGO e CINCINNATI e DALLAS e HOUSTON e INDIANAPOLIS e JACKSONVII 


HARBORITE. 


the building product of 1001 uses! 


Harborite is also available in standard 4'x 8’ panels, and over-size panels 
on special order. Overlay on one or both sides. Two grades: 


Special HARBORITE (C grade core) and HARBORITE Super-Grade (Solid wood core). 


MAIL THIS ETE 
COUPON 1 

MANY BUILDING USES TODAY HARBOR PLYWOOD CORPORATION | 

Aberdeen, Washington БРА 

Soffits . . . Gable Ends 

Exterior, Interior Walls I want to know all about (check one, two or all): 

Floori . Partitions O HARBORITE Beveled Siding 

Cabinets . . . Built-ins O HARBORITE Г] Sample of Beveled Siding 

House, Garage Doors 

Fence Panels ; .. Work Sheds Name. 


Roof Coverings . . . Shutters | -— —— —-————Ó——" || 


Aberdeen Flat Siding . . .Concrete Forms 
Washington Board/Bat Siding. . . Others | i e—a 


i EEE, Sa 


| ——————— 


SAN FRANCISCO ә SEATTLE e TAMPA • o 


major cities (See yellow 


p/a products 


(Continued from page 193) 


air and temperature control 


Repco Thrift-Master Baseboards: new 
baseboard radiation panels for hot-water 
heating systems feature improved design 
consisting of two 8-ft-long plate sections 
which house heating element; front plates 
—in recessed or surface-mounted installa- 
tion—may be removed for éleaning. End- 
сар and corner sections provide finished 
appearance for units available in four 


baked-enamel colors, 
Heating Products Co., 
Philadelphia 36, Pa. 


Sun-Valley Air Conditioner: new oil- 
fired absorption-type air conditioner (right) 
for homes provides both heating and cool- 
ing from single unit, Special low-pressure 
airatomizing burner—designed to meet 
both low requirements of cooling cycle and 
higher requirements of heating cycle—is 


General Republic 
7420 State Rd., 


6 Balanced Doors 
in the north entrances to 
the Architect's Building. 


more.... 
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<- Exterior View 


The Door that lets 
TRAFFIC through QUICKLY 


representatives in 77 principal cities in the 
United States, Canada and Puerto Rico 


“Ye BALANCED DOOR 


NORTH ENTRANCE, 146E. 41 ST. 
New York City 


ARCHITECTS 
R. B. O'Connor & W. H. Kilham, Jr. 


ELLISON BRONZE CO. 
Jamestown, New York 


adjusted by switch. With capacity of 96,000 
Btu/hr, unit is said to utilize М gal of oil 
per hr to produce three tons of refrigera- 
tion. Models are equipped with factory- 
installed controls and require 10.4 sq ft of 
floor space. Servel, Inc., Evansville 20, Ind. 


construction 


Ariston Hand-Rail Brackets: newly de- 
signed hand rail brackets are adjustable 
in any direction on wall surface. Clean 
contours are attained by concealing anchor- 


age. Shell-molded bracket (above right)— 
held by stainless-steel socket-set serew— 
fits over mounting plate and adjustment 
disc (above left). Adjustable feature per- 
mits use of preset anchor bolts; special 
locking device cinches bracket flange to 
wall, even if anchor bolt is loose, Finished 
in aluminum or bronze, brackets may be 
installed on any wall material. Michel & 
Pfeffer Iron Works, Inc., 212 Shaw Rd., 
South San Francisco, Calif. 


doors and windows 


Push/Pull Lateh: for patio, porch, and 
sundeck doors in traditional or contem- 
porary-styled homes, attractive low-cost 
latch is designed to operate by normal 
pressure on interior side and easy pull 
from exterior. Installation on doors from 
34" to 134" thick, requires boring of single 
hole; strike is mounted flush on jamb 
without mortising; simple locking mechan- 
ism secures latch from inside. Brass-, 
bronze-, or satin-chrome-finished models 
are available. Kwikset Locks, Inc, Ana- 
heim, Calif. 


(Continued on page 198) 


ACOUSTICAL and TROFFER FORM 


... for Acoustical Ceilings with Recessed Lighting! 


Mahon Acoustical and Troffer Forms provide an effective acoustical 
ceiling and recessed lighting as well as serving as the permanent forms 
for concrete joist and slab construction of floors and roofs. These are 
long span units which are integrated with and supported by conventional 
concrete beams at each end. Only a minimum of temporary shoring is 
required at mid-span during pouring and curing of concrete. This is 
permanent, fireproof construction which has a broad application in 
modern buildings . . . it is used extensively for auditoriums, school class- 
rooms, and in other rooms where an acoustical ceiling with recessed light- 
MAHON | ing is desirable. Mahon Troffer Sections are also available for use with 
ACOUSTICAL and TROFFER FORMS — Mahon M-Deck Sections to provide a combined roof and acoustical 
ceiling with recessed lighting. In this arrangement the long span M-Deck 
serves as the structural unit, the interior finish material and the acoustical 
treatment—all in one package. Purlins are eliminated . . . M-Deck Sec- 
RATED AREA = 
(Acoustical) 


| tions span from wall-to-wall or from truss-to-truss. Some of these Mahon 
| Forms and Structural Sections do not appear in the current Sweet's Files. 
| Why not have a Mahon sales engineer call and bring you up to date on 
Mahon products now available for Floor, Roof and Ceiling Construction? 


THE R. C, MAHON COMPANY + Detroit 34, Michigan 


| 
| Soles-Engineering Office in Detroit, New York ond Chicago • Representatives in Principal Cities 
| 


[мент pirruseR —- 
SECTION MIT (Trotter) 


Manufacturers of Acoustical and Troffer Ceiling Forms; Steel Roof Deck and Long Span Acoustica M-Decks; 
Electrified M-Floors; Insulated Metal Curtain Wall; Rolling Steel Doors, Grilles, and Underwriters’ 
Labeled Automatic Rolling Steel Fire Doors and Fire Shutters; and Underwriters’ Rated Fire Walls, 
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(Continued from page 196) 


Thermo Doors: fully insulated sliding 
glass doors designed exclusively for dual 
glazing are now available for use in areas 
where temperature falls below 32 F. Insu- 
lation strips applied both to exterior and 
interior surfaces of alumilited all-alumi- 
num frame are said to inate moisture 
condensation by preventing heat flow 
through extrusions. Other features are: 
heavy, double weatherstripping; stainless- 
steel ball bearings; wide, 514° sloping 


threshold with stainless-steel track. Doors, 
sized to accommodate standard insulating 
glass sheets, are 6'-6", 8-614”, or 10-63” 
high and 610" wide. Ador Sales, Ine., 
2345 W. Commonwealth Ave, Fullerton, 
Calif. 


Solargray & Pennvernon: two gray- 
tinted glass products provide *new look" 
in environment-controlling glasses, Neutral 
gray polished plate glass, М” thick, is said 


has the RCA equipment to carry them out. 


under "Public Address and Sound Systems" in your classi- 


fied directory. 


RADIO CORPORATION of AMERICA 


SOUND PRODUCTS 


In Canada: RCA VICTOR Company Limited, Montreal 


Tmk(s) ® 


Radio Corporation of America 
Dept. S-235, Building 15-1, Camden, N.J. 
Please send the RCA Sound brochures checked below. 


па) oc Neme— 
BG nad) Address 
O08) ew 
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(ARE 
THEY 
ASKING YOU 
TO PREPARE 
SPECS 
ON SOUND ? 


... then you 
should know how , 
RCA can help you — | 


You may be writing specs for a project that's big or small, in 
any commercial, industrial or public construction field. But i: 
write them with RCA's help from first-draft planning to final 
system check-out. You'll get ideas and aid from the RCA 
brochures shown at right. Send the coupon for yours. Ask 
your RCA Sound Distributor for his invaluable help, too. He's 
an all-round expert . . . knows the latest audio techniques and 


| муу, /| 


Find his number 
4. RCA Sound in Industry 


© 1 
П 
5. RCA Church Sound Systems 


CAMDEN, N. J. 


опе. 


to transmit about 45% of total solar radi- 
ant energy; transmission of visible light 
is rated at about 40%. New plate glass, 
available in sizes up to 75"x128", is 
recommended for use in any common 
building type. Neutral gray sheet glass is 
claimed to transmit only 53% of visible 
light. Sheet glass is supplied in 3/16" or 
1/32" thickness and sizes up to 70" x 126", 
Pittsburgh Plate Glass Co. 632 Fort 
Duquesne Blyd., Pittsburgh 22, Pa. 


Reversible Window: new series of monu- 
mental aluminum windows features 360- 
degree reversible models. Neoprene 
weatherstripping, applied to perimeter of 
vent in two continuous strips, is vulcan- 
ized at corners. All frame members, 5/32" 
thick, are precision-mitered, reinforced, 
mechanically jointed, and welded, S. H. 
Pomeroy Co. Inc, 25 Bruckner Blvd., 
New York, N. Y. 


Triple-Matie Window: triple-track tubu- 
lar-aluminum frame storm window claims 
several new design features: trigger locks 
for raising, lowering, and locking panels; 
retainer locks to prevent panel rattle, re- 
inforced corner construction. Frame cor- 
ners are solid die castings; keyed sill 
section insures proper drainage. Inserts 
can be tilted for cleaning while bottom 
storm panel can be adjusted vertically for 
varying venting requirements. Windows 
are pre-assembled. Keystone Alloys Co., 
Derry, Pa. 


electrical equipment, lighting 


Celio-35 Fluorescent Fixture: new de- 
sign for shallow surface-mounted fluores- 
cent lighting fixture eliminates dark areas 
necessitated by conventional mounting of 
ballasts in similar fixtures. Ballasts are 
mounted at ends instead of mid-section to 
provide solid panel of light; parabolic 
reflectors direct rays downward for even 
light distribution over entire diffusing 
area. To install unit, reflector section is 
snapped off and on without fastenings. 
Plastic egg-crate louver in metal frame 
swings down for relamping. Special hinge 
permits removal of louver for cleaning. 
Fixtures using two or four light units are 
294" deep. Gibson Mfg. Co., Atlanta, Ga. 


Flex-Seal Type XL: unusual flexibility 
and small-bend radii are said to character- 
ize new liquid-tight electrical conduit de- 
signed to withstand deterioration by cool. 
ants, chemicals, corrosive fumes, fats, or 
moisture in industrial plants. Galvanized- 
steel conduit with copper bonding strip is 
sheathed in extruded vinyl plastic. Product, 
adaptable to pumps, compressors, printing 
presses, and other common machinery is 
manufactured in trade sizes ranging from 
5$" to 2" diameter. Columbia Cable & 
Electrie Corp., Brooklyn, N. Y. 


Mark-Time Turn-Off Switch: increase in 
installations of fans, air conditioners, or 
special lighting in new homes has stimu- 
lated demand for inexpensive remote- 
control units with preset time cycles and 
automatic cut-off. To fill these require- 
ments, new time switch, installed in stand- 
ard wall box, permits manual setting of 

(Continued on page 200) 


THIS KIND OF WORKMANSHIP 
OFTEN CAUSES 


LEAKY BRICK 
WALLS! 


Parta filled head joints are 
one of the common causes of leaky 
brick walls. 

Instead of throwing enough mortar 
on the brick to fill the joint com- 
pletel often spot a dab 
of mortar only on one or both corne 
of the E —and then slush the head 
joint after the brick is laid. 8 
slushing is not eno to fill the joint 
solid. Result may work its 
way through voids in the head joint, 
to the inside of the wall. 

Brixment's exceptional work- 
ability makes it easy for the 


bricklayer to use enough mortar to 

completely fill the joints without 

slushing, and still lay the brick 

easily and accurately to the line. 
Brixment mortar 

ity, high water-retaining 


bonding. quality, at nce to 
freezing and thawing, and freedom 
from efflorescence. Because of this 
combination of advantages, Brixment 
is the leading masonry cement on 
the market. 


LOUISVILLE CEMENT COMPANY, Incorporated, LOUISVILLE, KENTUCKY 
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dial up to 12-hr period; switch turns off 
automatically when pointer returns to zero. 
Dial can be spaced in minutes instead of 
hours to keep garage or porch lights on 
just long enough for driver to enter house 
at night Six turn-off and six turn-on 
models are available with optional “hold” 
feature to allow use as toggle switch. 
M. Н. Rhodes, Inc., 30 Bartholomew Ave., 
Hartford 6, Conn. 


Sylva-Lume Lighting: modular, inter- 
changeable, plastic-panel lighting system 
encourages creative approach to ceiling 


design (above) for offices, schools, or show- 
rooms. Six basic components are: extruded 
aluminum suspension-grid system for panel 
support; 3-sqft contoured vinyl-plastic dif- 
fusers; acoustical wedges or baffles; flat- 
steel perimeter units; bare-lamp fixtures 
for wall-to-wall lighting; lamps. Decorative 
elements are available in three patterns 
and several pastel colors to permit numer- 
ous custom combinations. Sylvania Electric 
Products Ine., 1740 Broadway, New York 
19, N. Y. 


insulation 


Zonolite Bermuda Roof Tile: precast 
insulating-concrete roof tiles are designed 
to provide terraced effect of Bermuda 
Roof style. Lightweight tiles with key con- 
nection are applied on top of built-up 
roofing to give added roofing protection. 
Tiles measuring 1914" x 12" and 244" 
thickest point may be painted as de 
Zonolite Co, 135 S. LaSalle St, Chicago 
3, Ш. 


specialized equipment 


Riding Mower: designed to facilitate gar- 
den chores, midget motor-car mower with 
adjustable blade and two powerful safety 
rotors provides uniform 26" wide cut. 
Clearance pedal lifts blade pan high 
enough to ride over rocks and other lawn 
hazards while brake pedal control will dis- 
engage blades even when engine is running, 
Automotive-type differential delivers equal 
power to both rear wheels; single lever| 
controls forward and reverse speeds. Pro-| 
vided with adjustable seat, wide wedg 

shaped hand bar, rear draw bar, grass di 

charge chute, and foot rests; four-wheel] 
unit is said to be capable of hauling 1000 
lb loads up-grade. Porter-Cable Machine 
Co., 1714 М. Salina St, Syracuse 8, №. Y. 


ere's an outstanding exterior application of 
leramic tile. In the recently completed addition 
p Milwaukee's Country Day High School, the 
chitects achieved this eye-catching design 
In inner court walls through the skillful use of 
omany»Spartan buff body glazed tile in two sizes; 
ven colors. No less attractive, but entirely different, 
e the outer court walls, made of unglazed 2" x 2" 
omany»Spartan Orsans. 


t beauty is only one of the many desirable qualities 
Romany: Spartan tile. It's fireproof, impervious to 
loisture and changes of temperature. It will never 


Exterior panels of 
omany:Spartan ceramic tile 
bring new low cost beauty 
to Wisconsin school 


NITED STATES CERAMIC TILE COMPANY . 


fade or discoloranditsself-cleaning characteristic will 
keep it bright and fresh looking through the years. 


Low initial cost and ease of maintenance make 
Romany:Spartan ideal for corridors, stairs, cafe. 
terias, washrooms, locker and shower rooms, swim- 
ming pools and auditoriums. 


Select from Romany-Spartan’s complete range of 


colors, sizes, finishes and textures. If you'd like help 


in working out your design problems, get in touch 
with your nearby Romany-Spartan representative 
or write: United States Ceramic Tile Company, 
Dept. P-12, Canton 2, Ohio. 


Above: Close up of inner court wall panel 
Below: Outer court panels of unglazed tile 


Milwaukee Country Day School, Milwaukee, Wis. 
Architects: Scott, Kloppenburg & Scott, Milwaukee 
Tile Contractor: Durner Company, Milwaukee 


ROMANY 


SPARTAN 


Member: 
Tile Council of America 
The Producers’ Council, Inc., 


THE SPARTA CERAMIC COMPANY 


Architect: Perry, Shaw, Hepburn & Dean, 


structural engineer: Maurice A. Reidy, 
Boston; builder: McCloskey & Co., Philadelphia 


ШШ 
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STEEL JOISTS USED IN FLOOR CONSTRUCTION 


OF NEW SHERATON HOTEL 


Centrally located in Philadelphia's Penn Center is the 
new 22-story Sheraton Hotel, first hotel to be built in 
Philadelphia in over a quarter of a century. 


2 


Тһе new Sheraton will provide 1,000 guest rooms, 
with one floor, the twenty-first, entirely given over t 
balconied luxury suites. Parking for guests' automobiles 


) 


will be handled in a 1,000-car garage just across Penn- 
sylvania Boulevard, and connected to the hotel by an 
underground concourse. 

Bethlehem Open-Web Steel Joists were used in the 
floor construction of the new Sheraton Hotel, from 


BETHLEHEM STEEL COMPANY, BETHLEHEM, PA. 
On the Pacific Coast Bethlehem products are sold by Bethlehem Pacific Coast 
Steel Corporation. Export Distributor: Bethlehem Steel Export Corporation 


BETHLEHEM OPEN-WEB STEEL JOISTS 
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the sixth floor to the twenty-first floor, inclusive. 

The advantages of using Bethlehem Joists were 
many. They were delivered to the job site tagged and 
ready for immediate placing, with no delays to the 
construction schedule. They required only field weld- 
ing to secure them permanently in place, forming a 
rigid, permanent floor structure, which will help 
to hold future maintenance to a minimum. And used 
in combination with floor slab and poured ceiling, 
Bethlehem Open-Web Steel Joists provide a fire-re- 
sistant building construction. 


Rolling Steel Doors 


Manvally, Mechanically or Electrically Operated 


When you want positive protection, permanence, low maintenance, and 
the ultimate in convenience and operating efficiency, you will select 
Rolling Steel Doors. Because, in truck and railroad openings in industrial 
and commercial buildings, and in loading dock and transfer dock 
openings, rolling steel doors offer definite timesaving and space 
saving advantages over any other type of door. The vertical roll-up 
action of the door utilizes no usable space either inside or outside 
the opening . . . and, there are no overhead tracks or other obstruc- 
tions to interfere with crane handling or restrict headroom adjacent 
to the opening. No other type of door can give you the positive 
security, firesafety, and everyday operating convenience of a good, 
MAHON quick-opening, quick-closing, power operated rolling steel door. 
CHAIN-GEAR Permanent, all-metal construction reduces maintenance fo a negligible 
dl factor, and assures a lifetime of continuous trouble-free service. 
When you buy a rolling steel door, it will pay you to check specifications 

carefully . . . you'll find that Mahon doors are built better to give you 

better service over a longer period of time— for instance, the gal- 

vanized steel in Mahon curtain slats is BONDERIZED and DIP-COATED 

1 with Synthetic Enamel which is baked on at 350° F. prior to roll- 

forming. This is just one of the extra-value features of Mahon 

Rolling Steel Doors . . . comparison will disclose many others that 

| | add up to a greater over-all value, and, a better investment. See 
Sweet's Files for complete information, or write for Catalogue G-57. 


MAHON STANDARD 
POWER OPERATOR 920:Р THE R. C. MAHON COMPANY • Detroit 34, Michigan 
Soles-Engineering Offices in Detroit, New York ond Chicago € Representatives in Principol Cities 


Manufacturers of Rolling Steel Doors, Grilles, and Automatic Underwriters’ Labeled Rolling Steel Fire 
Doors and Fire Shutters; Underwriters’ Rated Fire Walls; Insulated Metal Curtain Walls; Electrified 
M-Floors; Acoustical and Troffer Forms; and Steel Roof Decks and Long Span M-Decks. 


SHUTTERS AND GRILLES MEET EVERY REQUIREMENT 


Six 18’ x 14’ Mahon Power Operated Rolling 
Steel Doors installed in openings of an Enclosed 
Loading Dock in the Peninsular Metal Products 
Corporation's Plant, Ferndale, Michigan, 
Lawrence С. Markey, Inc, General Contractors 
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As a special insert for this issue (and in three similar 
inserts to follow) the Editors of P/A present portions 
of the recorded transcript of the Design Awards 
Seminars held in January this year. The Seminars 
were in conjunction with the announcement of results 
of the fourth annual PROGRESSIVE ARCHITECTURE Design 
Awards Program. On the campus of Tulane Univer- 
sity in New Orleans, with the co-operation of the 
School of Architecture there, the case-study Seminars 
extended through an entire day, morning and after- 
noon, A large participating audience kept the dis- 
cussion going until it seemed that the patience of the 
architects whose work was being analyzed must surely 
be exhausted—proving beyond a doubt, in the minds 
of the Editors, that there is a hungry need for ana- 
lytical criticism of outstanding new design. 

Another need was felt, however. These were indi- 
vidual, isolated buildings that were being explored. 
What of their relation to the total community? What 
of their contribution to urban design in the broader 
sense? To consider this aspect of 1957 architectural 
design, Victor Gruen—whose Fort Worth project had 
won the only honor in the Planning category of the 
Design Awards—was asked to speak to the assembled 
Seminar group at luncheon. 


introverted architecture 


I was asked to express 
some of my thoughts on 
this year’s ‘PROGRESSIVE 
ARCHITECTURE annual De- 
sign Awards Program. On 
the plane from Chicago to 
New Orleans, I met some 
colleagues (happy Citation 
winners) also on the pil- 
grimage to New Orleans, 
and they possessed a copy of the January issue of 
PROGRESSIVE ARCHITECTURE, which I had not seen. This 
was an extremely lucky coincidence in two ways. It not 
only made it possible for me to get a preview of this 
yearly preview of architectural design, but also I found 
in the same issue, an article entitled, “How to Give a 
Speech,” by L. A. Keating. 


Victor Gruen 


START HERE...WITH WESTINGHOUSE 


ARCHITECT 


BEAU 


nr 


URAL 


A variety of nerves and muscles is required beneath 
beautiful building exterior, No matter how creative the arch 
tectural design, there can be no destiny of usefulness for t 
proposed structure until the electrical system, which gives 
life, has been carefully planned. 

Detailing electrical apparatus into harmony with the reg 
of the building need not be a chore. Westinghouse has applie 
years of experience and engineering skill to simplifying an 
standardizing components of commercial and industrial eled 
trical systems. Electrical specifications can be written arou 
the ‘‘circle W” with confidence, 

A fine example of a building with visual beauty plus “дее 
down" functional beauty is the Occidental Life Insuranq 
Company of North Carolina Building at Raleigh. Some of i 
features are pictured on succeeding pages. D P-5028 


you CAN BE SURE...1F ITS 


—_ Lr 
Westinghouse С) 


Without studying this article and the Awards Pro- 
gram, I really would not know what to say to you—and, 
most important, how to say it. But relying on Mr, Keat- 
ing's assurance that “anyone can give a good speech 
who wants to," I am standing before you with courage. 
Following Mr. Keating's recommendations even for 
speakers of long experience, I will now perspire, fidget, 
and shake before getting under way. Mr. Keating also 
gives this bit of advice: “While the chairman is intro- 
ducing you and you wish you were home in bed, say to 
yourself, ‘Well, they are asking for this. Let the audi- 
ence be nervous." Well, that is exactly what I have 
been thinking. 

And now, ladies and gentlemen, I will pause, as 
Mr. Keating recommends. He assures me that the pause 
is as effective as the words I will speak. So let us pause. 

After the pause, I am supposed to pick up speed and 
confidence and my nervousness is supposed to be for- 
gotten. 

And now I have good news for you. You will spend 
an extremely restful half hour. Mr. Keating says, 
"Never read your speech. That puts people to sleep." 
I am going to read mine. 


S MORE THAN SKIN DEEP 


ecidental Life Insurance Company 


f North Carolina Building 
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And now to the Awards Program. It has been dis- 
cussed and dissected and criticized and analyzed in 
many ways. We have organized the projects into the 
ones which show austerity and into the ones which 
show sensuous shapes and emotion-producing forms. 
I want to attempt a different type of classification. 
After making a highly effective pause, I will attempt 
to develop some statistics. 

Of the twenty-five Design Awards and Citations, six 
deal with Education, two with Health, four with Com- 
merce, one with Industry, four with Public Use, one 
with Religion, five with Residential, one with Recrea- 
tion, and one with Planning. Of all these twenty-five 
projects, three, namely: Junior High School No. 22, for 
the City of New York; the Columbia & Pratt apartment 
building for Chicago; and the Library for New Orleans, 
are located within a built-up urban environment; and 
even in these three cases, special conditions exist. The 
two-and-one-half-acre site on which the New York 
school is built, permits window openings on all sides, 
and the Chicago apartment building makes utmost use 
of its location, with a view onto a God-made environ- 
ment, Lake Michigan. 


DETAILS ON FOLLOWING 


introverted architecture 


All other projects, with the exception of the one in 
the Planning category, deal with buildings which either 
stand all by themselves in a natural environment, like 
the single residences, the Opera House for Colorado 
Springs, and the Airport Terminal building for Minne- 
apolis; or they form by themselves a new environment 
consisting of a grouping of buildings separated from all 
other buildings, like most of the schools, the Nursery 
Building for the State of Michigan, the Children's 
Reception Center for Philadelphia, the Civie Center 
for the City of Los Altos, and the Methodist Church 
near Biloxi, Mississippi, which is part of a 40-acre re- 
development project; or, lastly, they carefully separate 
themselves by means of wall-enelosed fore-courts or 
terraces from the rest of mankind, like the American 
Concrete Institute Building, the Public Library for New 
Orleans, the Mortuary for New Orleans. 

After a short but effective pause, I would like to see 
whether we can draw any conclusions from these sta- 
tisties. If, of twenty-five prize-winning projects only 
three are of the sociable type, willing to mix with exist- 


ing elements of urbanism (and if even they mix reluc- 
tantly, two by lifting themselves on stilts over the 
whole hubbub and the other one by looking away from 
its neighbors), shall we conclude that we are faced with 
a new type of architecture, which we might call the 
“running-away” or “escapist introvert” movement? 

Our buildings flee the companionship of structures 
other than their own kind. 

And why, I ask you, shouldn’t they? Through fifty 
years of inactively sitting by as the mechanical mon- 
sters and gadgets of the technological civilization swept 
the urban areas, we have permitted anarchy and ugli- 
ness to take over to such a degree that good architec- 
ture has no chance to express itself. It has little if ап 
chance to be effective within our cities, and thus we 
architects have followed the merchants and the com 
muters. We have become suburbanites and exurbanites. 

It would, of course, be wrong to conclude from the 
results of this program that architects are not engage 
in designing and planning buildings within the built-u 
areas of our cities. But I believe it is correct to con 
clude that their best and most fruitful efforts arq 
achieved within the reference frame of either natur 
itself or when they are given the possibility to creat 
not single buildings but groupings or clusters of build 
ings, thus engaging in environmental planning. 

We have turned our attention away from the stand 


ard, existing urban environment in disgust and frus- 
tration. As people of sensitivity and taste, we can be 
expected to close our eyes when we see vulgarity and 
ugliness around us, and to hold our noses and cover 
our ears when passing through the urban inferno. 

But, and this is the question which bothers me, do 
we have the right to do so? Do we, as representatives 
of a profession concerned with the shaping of the man- 
made human environment, have a right to enjoy the 
luxury of discussing from Olympian heights the merits 
or demerits of styling certain “aristocratic” buildings 
—which stay away from the plebs—in a period of 
architectural history in which the over-all standards 
of architecture and planning have reached the lowest 
possible level? 

In this city of New Orleans, in which we have met 
to witness the ceremony of giving Awards to outstand- 
ing future buildings, there are two types of sight-see- 
ing activities in which we engage. We see the sights 
of the old French Quarter, demonstrating that there 
was once such a thing as a truly urban environment, 
and we go out—and here we have to travel pretty far— 
to see the scattered examples of contemporary archi- 
tecture. On our trips between the various points of 
interest we don’t sight-see. We close our eyes. We 
engage in philosophical conversation as we pass through 
the avenues of horror, stretching for endless miles 


through the suburban areas, flanked by the greatest 
collection of yulgarity—billboards, motels, gas stations, 
shanties, car lots, miscellaneous industrial equipment, 
hot dog stands, wayside stores—ever collected by man- 
kind. (And this is not to say that our host city is any 
worse than the typical American City.) We discuss the 
fine points of the detailing, of plan and elevations of 
an individual and highly individualistic house—as we 
pass through the endless desert of suburbia, with its 
rows and rows of stupid, identical little houses, stand- 
ing there lined up like soldiers on parade. We converse 
smartly about the merits of a sensuous approach to 
architecture which we feel comes to the foreground, as 
we pass through the hellish conglomerations of garbage 
and rubbish, into which the terror regime of industrial- 
ization and mechanization has converted our city cores 
and side stretches of urban and suburban areas and of 
our landscape. 

I am not proposing that we should give up being 
people of sensitivity, imagination, and taste. I am, 


however, concerned with the possibility that a future 
generation will look at the products of our genius as 
rare collector’s items and regard us as well meaning 
screwballs. 

I believe that our abilities, our experience, our sensi- 
tivity, our taste put a heavy burden of responsibility 
I believe 


on us from which we should not run away. 


ghting in modern buildings is more than a func- 
nal accessory to construction. The Occidental 
ilding is a typical example of the effectiveness 
ith which Westinghouse fluorescent lighting is 
plied as an integral part of architectural beauty. 
ith no sacrifice of efficiency, the recessed troffers 


OU CAN BE SURE... 
IF ITS 
estinghouse 


. SPECIFY WESTINGHOUSE 


become a part of the pattern of perfection designed 
into the architecture of this effectively lighted 
reception room. 


Call on your Westinghouse sales engineer for 


product information or lighting engineering assist- 
ance. He is as near as your telephone. 


DP-5028-B 


'TU Fluorescent Troffer 
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that we must live up to the true meaning of our pro- 
fession, to be shapers of the man-made human environ- 
ment, where ever it may be located and however dis- 
tasteful it may be to touch it. Right now we are sitting 
by, happily engaged in superior individual creations of 
architecture, as others concern themselves with mis- 
Shaping our cities—an unholy alliance of real estate 
speculators, traffic experts, industrial entrepreneurs, 
merchandising enterprises—with filing the vacuum 
which we have created by our disconcern with our urban 
environment. They are succeeding quickly in making 
our cities unworkable and unlivable places from which 
they themselves finally escape carrying their sins into 
further removed sections of suburbia. 

Now that the mess reaches, in many cases, the satu- 
ration point, many practical men in business and indus- 
try often ask, “Why don’t you architects do something 
about it?" And even if they are men who, as little as 
ten years ago, told us in so many words, to keep our 
noses out of planning, we should work with them now. 

If we want to prevent the breakdown of our entire 
urban civilization; if we want to prevent the good con- 


temporary buildings which we create from appearing 
as nothing but monuments of frustrated efforts, stand- 
ing ineffective and useless in the mire of this broken 
down civilization, we must take into our hands the lead- 
ership in a dynamie move for the over-all reorganization 
of the urban scene, a reorganization which will bring 
the forms and shapes of our cities up to date with our 
technological progress, a reorganization which will take 
fullest cognizance of all the tools which science and 
technology have given to mankind—but which will put 
these tools into their proper place of subservience and 
which will re-establish man as master over them and 
his environment. 

In practical terms, I propose that architects should 
concern themselves in ever increasing measure with 
the problems of urban design, of mass housing, of en- 
vironmental planning. We should co-operate with city 
planners, economists, road planners, and traffic engi 
neers. We should take, with strong hands, the reins i 
urban planning endeavors. It is high time—if we want] 
to prevent our urban areas from being further cut inta 
slices by mishandling of the largest road building pro 
gram ever devised; if we want to prevent the misusd 
of the billions which will be spent in the next ten years 
for rehabilitation projects; if we want to prevent man 
kind from being forever subjugated by the dictatorshiy 
of the mechanical monsters of this technological age| 
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At the conclusion of the day's case-study Seminar 
discussions, after five Award-winning projects in 
P/A's 1957 Design Awards Program had been taken 
apart in many details and—in almost all cases—put 
back together again to the satisfaction of both the 
designing architects and the participating audience 
of architects, Tulane faculty members and students, 
there were several general summaries. Gordon Bun- 
Shaft, partner in the firm of Skidmore, Owings & 
Merrill, a Design Awards Jury member, and a Dis- 
cussant at the Seminars, spoke first. Then Harry 
Weese, Chicago architect, Chairman of the 1957 Jury, 
picked up Bunshaft's point and carried it further, to 
draw some general conclusions from the Awards Pro- 
gram, not only from the winning designs, but also 
from the great bulk of other submissions—the “five- 
sixths of the iceberg" that remained under the sur- 
face for all but the Jury. Finally, Victor Gruen rose 
again to comment, graciously, on the over-all value 
of this first attempt to carry the results of the Awards 
Program further through the case-study Seminar 
method. Transcriptions of the remarks of those three 
architects follow. 


five-sixths of the iceberg 


Gordon Bunshaft: These 
critical, case-study Semi- 
nar sessions have been a 
great deal of fun, but I 
think we have sounded 
pretty rough on some of 
the projects. Perhaps we 
have been a little out of 
perspective in being so 
severe. I think that we 
should remember that the Design Awards Jury selected 
25 projects as the best of about 800 projects submitted 
to PROGRESSIVE ARCHITECTURE and that these four we 
have been discussing were judged to be tops among 
those 25. I assure you that if you also had all had 
the opportunity to see the 800 you wouldn't want to 


to help you. 


Modern lighting with Westinghouse fluorescents is as natural as day- 
light. Actually more efficient, too, because it can be controlled to 
provide balanced intensity and minimum power requirement, An 
added advantage to the architect is a natural compatibility with 
building design, as in the Occidental Life Insurance Building. Further 
advantages are found in Westinghouse lighting data available to 
simplify the detail work, and Westinghouse specialists who are ready 


DP-5028-C 
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LC Fluorescent Fixture 


Colorful harmony can be added by the use of 
Carousel fluorescent fixtures—another Westing- 
house first. A variety of colors can be blended 
into the visual beauty of the lighted area by the 
use of the new sea-mist green and sun-tan brown 


P ERES Sera bent 


five-sixths of the iceberg 


criticize these at all. I have felt rather guilty saying 
anything about them because they are very good com- 
pared to what is being done in the country as a whole, 
by, I suppose, the best architects, who presumably sub- 
mitted their best work. When you think of that, these 
are gems and it may be unfair to isolate them for ceriti- 
cism. 


GTRIPINE дие 
by AGITAIA’ турен 


STRIPLINE combines the best 
features of both slots ond 
efficient air diffusers to 
provide equalized air flow 
throughout its entire length 


STRIPLINE slot diffusers are 


Harry Weese: Not only is 
it true, as Gordon Bunshaft 
points out, that this is the 
work that was premiated 
by our Jury but you must 
realize also that a Jury is 
not by any means infallible. 
slenderly designed, A Jury of this kind has so 
inconspicuous, practical and much to go over that it 


versatile. These slot diffusers must operate to a certain 
соп be located in walls, ceilings, 


covéi; moulds; window reveals extent on impulse, and all one can say is that the re- 
and stools or almost anywhere sults are an approximation of what these particular 
to suit interior design. people felt was significant in the grist of projects, 


AIR DEVICES INC. Write for complete 


185 MADISON AVE., N. Y. 16 Stripline catalog. 
Air Diffusers Filters Exhousters 


ARCHITECTURAL BEAUTY 


To Get Positive Circuit 


Positive circuit protection for all feeder and brarich 
circuits in the Occidental Life Insurance Building is 
assured with Westinghouse De-ion® circuit breaker 
switchboards and panelboards. 

Westinghouse switchboards and panelboards are 
custom-designed to your requirements. They are built 
in thirteen plants, strategically located, so that de- 
livery can be made when the contractor needs it. The 
units are factory assembled, easy to install and wire, 
resulting in low installation costs. 

With Westinghouse, you get custom-design, custom- 
service delivery. Specify Westinghouse switchboards 


and panelboards. DP-5028-D 
you САН BE SURE...1F ITS SE 
Westinghouse 


These are some of the custom-designed units in the Occidental 
Life Building. At left, the Westinghouse switchboard—dead 
front for operating safety. And on the next page... 


which covered a very long table in PROGRESSIVE 
ARCHITECTURE's handsome conference room, about six- 
teen layers deep. 

I think the thing that is significant is not the quality 
of the work that we have been discussing today but 
the hundreds of projects which were submitted which 
you have not seen. We are inclined to see only the out- 
standing things in this country. We make a point of 
collecting in our publications and our exhibits the 
things that we are most proud of. Since the United 
States is fortunate in having the most advanced tech- 
nology in the world (and the wherewithal, to go with 
it) we are more experimental. Our climate also allows 
us tremendous latitude that other countries and other 
artists and architects living in those countries do not 
have. So I want to say, about the work you didn't see 
—the five-sixths of the iceberg, or more, that had to be 
rejected for one reason or another—that we have no 
grounds to be complacent. When I think of a country 
like Denmark, which has perhaps four or five million 
people, and the contribution made by this culture, which 
we often write off as being peasant-inspired or folksy, 
and when I see there the general level and appreciation 
of architecture and planning, and the new programs 
that they have worked out in their social approach to 
housing, their co-operatives and so on, I have a feeling 
that we have no grounds to be too satisfied with what 


DOR-O-MATIC 


CONCEALED-IN-THE-FLOOR 


DOOR CONTROLS 


for contemporary entrances 


Choose from 31 Models .. . 
there’s one for every type door 
+++ in any type building 


Specify Dor-O-Matic for 
metal, glass, or wood doors, 
Installed with any one of them, 
Dor-O-Matic gives uniform 
opening control and produces 
a positive, 2-speed door clos- 
ing action ..yet your door 
retains a clean, eye-appealing 
appearance. Finest construc- 
tion and simple, safe design 
assure long, trouble-free 
service. 
WRITE TODAY FOR 
ILLUSTRATED BROCHURES 


Only DOR-O-MATIC provides 
these 10 service advantages 
1. Positive uniform control — 6. Two-spetd closing action 


spindle 
9. No seasonal adjustment 
5. Positive centering Of door 10. Easy installation 
DOR-O-MATIC INVISIBLE DOR-MAN 
NOW AVAILABLE IN 2 NEW MODELS 
Forcompletely automatic door controls; 
specify the Invisible Dor-Man...incar- 
pet-actuated or handle- actuated models. 


6124 

dD [/) R- f- M /| TI ( Division of Republic Industries, Inc. 

1 7354 W. Wilson Ave., Chicago 31, Ill. 
IN CANADA: Dor-O-Malic of Canada, 550 Hopewell Ave., Toronto 10, Ont. 

EXPORT REPRESENTATIVES: Consultants International, 11 МУ. 42nd St., N.Y. 38, N.Y, 


18, МОКЕ THAN SKIN DEEP s 


Cod OPNS teens с. амес д Р outs 


Protection... SPECIFY WESTINGHOUSE 


Typical switchboard: positive 
breaker handle identification shows 
when circuit has been interrupted. 


A pair of Type NLAB lighting panelboards, 
providing absolute protection to all lighting 
and small power building services. 
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in plumbing drainage... 
it costs no more 
for е... 


VERY BEST | 


Only the Josom LEVELEZE drain with the 
rolled thread adjustable top permits roising 
or lowering the drain top to meet vorictions 
in roof levels — even affer the drain body 
is installed. , 


LEVELEZE 
ROOF DRAINS 


* JOSAM LEVELEZE Roof Drain solves construction and drainage prob- 
lems caused by variations in roof levels. The adjustable top is completely 
detachable from the drain body and permits lowering or raising the top 
to meet the finished roof level even after the drain body is set in 
construction. Ordinary drains require tearing out construction, discon- 
necting leader and pipe connections, making expensive repairs if the 
drain is set too high or too low, Josam LEVELEZE drains allow for simple, 
easy, quick adjustment — save a substantial amount of time and lobor. 
Send for free literature. 
zum full line of LEVELEZE drains for FLOOR construction also available. 
2 JOSAM MANUFACTURING COMPANY 
Dept. PA-5 * Michigan City, Indiona 
Representatives in All Principal Cities 
Josam products are sold through plumbing supply wholesalers. 


five-sixths of the iceberg 


we are doing today in America. 

There are certain trends that we noticed in work 
submitted to this Program. I found that one of the 
most exciting things about serving on this Jury was to 
be able to go back to my office and scrap some designs 
that I was working on. As a matter of fact, I unfolded 
some slabs! Everybody is doing it and there are now 20 
bad examples for every good one, which makes it not 
something that we should shy away from; but all the 
more challenging. 

We see the continued consolidation of the structural 
principles that grew out of the regular frame of the 
Chicago School and the work of Mies van der Rohe. 
I think that in terms of its expression of our repetitive 
processes and production methods it is certainly the 
most significant thing that is happening to us. There 
are many people who think we ought to be spending 
more time consolidating the gains and less time on 
dead-end experiments. 

We see a continuation of primitive architecture in 
terms of the ranch style. My daughter is a much better 
architectural critic than I am, and her definition of a 
ranch house, as we see it sprouting up around Chicago 


in the typical builder's development, is a very straight- 
forward one. At the age of five years she says, “Look 
Daddy, first they ran out of brick, then they ran out of 
stone, then they ran out of wood." I don't think I can 
improve on that. That, of course, is the enemy: the 
ranch style, which is turning residential architecture 
to every purpose that we can possibly conceive of, from 
ranch funeral parlors to ranch banks. It is the formless 
arbitrariness of a multiplication of materials covered 
by roofs running in all directions. Somehow we must 
organize our cities in such a manner that they are re- 
built, not by the mass builders who have taken over the 
countryside but by those capable of producing a multi- 
plication of machine-made forms with textural richness, 
of which Yamasaki's building, with its roof, which we 
discussed today, was a very good example. 

In summary, then, I think we should be judged by 
our failures rather than our successes if we honestly 
want to consolidate our gains in architecture in Amer- 
ica. We certainly have all of the tools and all of the 
talent. Most architects perhaps work too close to their 
boards and pay too little attention to what other archi- 
tects are doing. There is a big job now of getting 
architects closer together so that they agree more and 
more with one another and so that we can perhaps 
evolve something that might be called, some day, a 
style, so that our century will be remembered as finally 


or Dependable, Motor Drives and Controls... 
PECIFY WESTINGHOUSE 


ilding services of many varieties must have trouble-free motor power 
d reliable motor control for efficient operation and building service pro- 
tion, Westinghouse motors and controls are preferred because of their 
pendable performance and flexibility of application. 
'The Occidental Life Insurance Building has this dependable service. 
otors and motor controls like those shown at left are typical of its 
ll-engineered electrical system. Westinghouse motor and control engi- 
rs are ready to help you with any application problem. 'They are as 
ar as your telephone. Call them. DP-5028-E 


tinghouse Life-Line® ““А” Motor and Magnetic Reduced 
ltage Starter offer extremely quiet operating character- 
ics—a prerequisite for office building equipment. No motor 
ine—no annoying contactor clatter. And the Add-A-Part 
ture of the starter makes it the most flexible starter 
{һе industry. 


Westinghouse high-voltage motor 
control brings high-voltage power 
close to load areas for maximum 
equipment efficiency. 
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are you a 
PROGRESSIVE 
ARCHITECT? 


Here's important news . . . you can buy fine furniture com- 
ponents for less at The Workbench. Our complete selection 
for every use includes: 


PA 
==! 


eec 
xu 


LEGS • TABLE TOPS • MOSAICS 


WALNUT SHELVES • SHELF HARDWARE | 


BOLSTERS • FOAM RUBBER * MARBLE 


Mosaic work of every kind to your specifications 


the workbench 


46 Greenwich Ave., N. Y. 11 ALgonquin 5-1270 


Send for FREE illustrated catalog 


five-sixths of the iceberg 


having made up its mind about what it stood for and 
where it was going. 

Victor Gruen: I believe that this is the first time that 
a seminar program such as this has been held. I would 
like to express my opinion that it was a most excellent 
and successful way of following up a competition pro- 
gram. I am sure that everyone here agrees with me. 
I believe that the Award winners have been taken down 
from their laurel-surrounded pedestals but that they 
have not suffered by it in any way. They have become 
closer to us; let’s say we have become more familiar 
with them. I believe that we have grown in the process, 
and I also believe that the architects who so very gra- 
ciously sat on the platform and had a certain amount 
of criticism directed at them have grown too. It has 
been wonderful to see how they accepted the critical 
discussion. I would like now to ask PROGRESSIVE 
ARCHITECTURE, in the name of this group, to consider 
seriously keeping alive this institution of Seminars, in 
connection with their Design Awards Program, and to 
build it up even further. 

Thomas Creighton: If today has been successful—and 
I believe that it has been—credit goes to the architects 


SPECIFY WESTINGHOUSE 


who have been willing to submit themselves to this 
critieal diseussion and analysis. To the people who pre- 
pared discussions, to those who spontaneously partici- 
pated from the floor, and to the Dean, the staff and the 
students at Tulane who have co-operated to make it 
possible. 

To me it seems that these Seminar discussions have 
had the value, primarily, of making possible intra-pro- 
fessional critical discussion, of a type impossible 
through other means. In the first place, questions have 
come from many individuals in a group—questions of 
a nature that no one critic would be likely, from his 
limited interests and experiences, to raise. In the 
second place, answers from the designing architect have 
been immediate, not relayed by post, published a month 
after the criticism, and separated from the original 
comment. 

As to the question about continuing this type of 
Seminar discussion: P/A’s Editors have every inten- 
tion of repeating this sort of discussion if conditions in 
succeeding years permit it. That is to say, there must 
be a group of projects whose designers are willing to 
undergo the sort of searching analysis we have had in 
New Orleans; and there should be a co-operating School 
of Architecture able to provide space, participating 
faculty, and the other hospitalities which made this 
session possible. 


j Obscuring-Diffusing Glass 


EE 


a 


Effective 
Efficient 
E n d ur i n g Executive offices Hotel Stanier, 


Your ideas come alive with Magnalite Glass. Magnalite is a 
modern, practical glass, made to an exclusive optical formula, 
that gives maximum visual privacy with softly diffused light. 

For partitioning, screening, and ceiling lights, Magnalite lends 
character to the simplest arrangements and is an economical 
and practical choice regardless of the building price bracket. 


Send jor Brochure М-1957 or see Sweets Archi- 
tectural File for details. Samples on request. 


J. Merrill Richards 
25 Huntington Ave 
Boston 16 ; Mass 


Planning a commercial or industrial electrical system is a teamwork 
project. A Westinghouse electrical construction specialist can be of 
service to your planning team. 

He'll talk Westinghouse, of course, but you can make him prove 
every point to your advantage. 

'The specific case history and product references on preceding pages 
cover only part of the line, Fact is that everything needed for any job 
can be specified in the “‘cirele W” brand. When you draw up specifica- 
tions on that basis, you write a fine insurance policy for long-term 
satisfaction of your valued clients. 

Westinghouse Electric Corporation, P. O. Box 868, Pittsburgh 30, Pa. 


DP-5028-F 


n addition to the vast library 
f Westinghouse product 
bulletins, you will find us 
your office, in Sweet's File. 


you CAN BE SURE...1F its Westinghouse 
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Weldwood Cherry Paneling is a relaxing note in the Office of Office of an Assistant Treasurer has highly ñgured 
the Treasurer, Occidental Life Insurance Company. Weldwood Cherry Paneling. Door matches wall paneling. 


EE ы 2 ES 
Still another Cherry Paneling rican Cherry Inside the auditorium, African Cherry matches the panel 
the lobby and auditorium entranc ing just outside the door. Note the exotic grain pattern 
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INSURANCE COMPANY LEARNS 


Rare and exotic 
woods will stay 
heautiful for years 


Trust an insurance company to know a "good thing" 
when they see it. That's why architects Kemp, Bunch 
& Jackson unhesitatingly specified Weldwood Panel- 
ing in the beautiful new offices of the Occidental Life 
Insurance Company, Raleigh, North Carolina. 

Weldwood Paneling offered Occidental Life many 
things they liked: an impressive but friendly business 
atmosphere . . . low-cost and easy maintenance . . . 
a lifetime manufacturer's guarantee . . . an end to 
troublesome and expensive redecorating. And when 
you consider that Weldwood Paneling is strictly a 
one-time investment, where the installed cost is the 
final cost, it’s no wonder Occidental Life wanted 
Weldwood. 

Weldwood Paneling comes in a fabulous range of 
woods—from familiar species like Oak, Walnut and 
American Cherry to imported and exotic woods like 
Benge, Brazilian Rosewood, Teak, and Makore. Your 
Weldwood Architects’ Service Representative can 
tell you all about them, or show you samples, Or, 
you can see Weldwood Paneling at any of our 87 
offices in principal cities. In Canada: Weldwood 
Plywood, Ltd. 


Weldwood PANELING 


A product of 
UNITED STATES PLYWOOD CORPORATION 
Weldwood—The Best Known Name in Plywood 


Architects’ Service Department 
United States Plywood Corporation 
55 West 44th St., New York 36, N. Y. 
Gentlemen: Please send me the following checked 
items: 


[] #1457 48-Page Weldwood Catalog 

(7 #1034 "Architectural Grade Weldwood'' 

O #1661 '"Weldwood For Architectural Design'" 

Г] #1651 "Weldwood Functional Beauty for Business ond Insti- 
tutional Interiors 

7 Please have Architects" Service Representative call 
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office. Building contractor: George W. Kane. 


Weldwood Butternut Paneling in the Executive Vice President's 


Weldwood Quartered Benge Paneling — office of an Assistant 
Treasurer. All millwork by Martin Millwork Co. 
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p/a reviews 


books received 


Modern Architecture in Brazil. Henri- 
que E. Mindlin. Reinhold Publishing 
Corp., 480 Park Ave., New York, N. Y., 
1956. 256 pp., illus., $12.50 


Lichtarchitektur. Walter Kohler & Was- 
sili Luckhardt. Bauwelt Verlag, Marien- 
dorfer Damm 1/8. Berlin West, Ger- 
many, 1956. 232 pp. illus., 89 Marks 


Tropical Architecture. Maxwell Fry and 
Jane Drew. Reinhold Publishing Corp., 
430 Park Ave., New York, N. Y., 1956. 
320 pp., illus., $10 


This is Japan 1957. The Asahi Shim- 
bun, Yurakucho, Chiyoda-ku, Tokyo, 
Japan, 1957. 395 pp., illus., $6.50 


rewarding analysis 


Doctors' Offices & Clinics. Paul Hay- 
den Kirk and Eugene D. Sternberg. 
Reinhold Publishing Corp., 480 Park 
Ave., New York 22, N. Y., 1955. 218 
pp., illus., $12 


Why this timely and well presented 
book should turn out to be so difficult 
to review, puzzled me, indeed. I can 
remember, not so long ago, when 
architects or doctors starting on a 
planning program for a medical 
group set-up, had practically no ref- 
erence to turn to. Available existing 
examples as outpatient departments 
of the hospitals and typical clinics 
may have had the working elements 
but, on the whole, still in a disorgan- 
ized assembly which had grown like 
Topsy and too dismal or institutional 
to encourage further analysis. How- 
ever, as Kirk and Sternberg point 
out, there have been many changes. 
The horizon has been so extended by 
modern architects that now it is pos- 
sible to discuss the planning of this 
important strand of the total com- 

munity fabric, the health centers. 
Another outstanding quality in the 
book—in contrast to the typical, dry 
textbooks on medical planning of pre- 
war vintage—is the eloquence with 
which the subject is broached. The 
search for a vision in terms of an 
architectural experience is there. Per- 
haps, in showing the accomplishments 
(Continued on page 222) 
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Executive Office 
General Contractor: 

John Lindsay 

Acoustical Contractor 
Elliott Bay Lumber Company 


Economical Forestone is available through the following 
Simpson Certified Acoustical Contractors: 


ALABAMA 1 

Badham Insulation Co., Birmingham 

Stokes Incorporated, Mobile 
ARIZONA А 

Fiberglas Engineering & Supply, Phoenix 

Hall Insulation & Tile Co., Tucson 
ARKANSAS 

Buck Hendershott Company, Little Rock 
CALIFORNIA 

Coast Insulating Products, Los Angeles 

Cramer Acoustics, Fresno and 

San Francisco 

John K. Haas Company, San Diego 

H. W. Rivett Company, Sacramento 
COLORADO 

Construction Specialties Company, Denver 
CONNECTICUT 

Wilson Construction Company, Hartford 
FLORIDA 

Anning-Johnson Company, Miami 

Anning-Johnson Company, Tampa 
GEORGIA 

Anning-Johnson Company, Atlanta 

The Linoleum & Shade Shop, Inc., 


Savannah 
НО лаз Engl ing & Supply, Boi: 
erglas Engineering & Supply, Boise 
Idaho Acoustical & Building Specialties 
Co., Boise 
ILLINOIS 


General Acoustics Company, Chicago 
George 5. Grimmett & Co., Champaign, 
Decatur, Mattoon and Springfield 

INDIANA 
The Baldus Company, Inc., Fort Wayne 
E. F. Marburger & Son, Inc., Indianapolis 
PC Co Brothers, Evansville 


WA 
Lamoreaux and Assoc., Inc., Marshalltown 


KANSAS 

Ecoff & Co., Wichita 
KENTUCKY 

Atlas Plaster & Supply Company, Louisville 
LOUISIANA 

King & Co., Inc., New Orleans 


MARYLAND f 

Lloyd E. Mitchell, Inc., Baltimore 
MASSACHUSETTS 

Acoustical Contractors, Inc., Brighton 
MICHIGAN 


Detroit Acoustical Contracting Co., Detroit 
Grand Rapids Acoustical Co., Grand Rapids 
and Lansing 

MINNESOTA 

Dale Tile Company, Minneapolis 
MISSISSIPPI 

Stokes Incorporated, Greenwood 

Stokes Incorporated, Jackson 
MISSOURI 

Hamilton Company, Inc., St. Louis 

B. J, Lutz, Inc., Kansas City _ 

Midwest Services, Inc., Joplin 
NEBRASKA 

Kelley Asbestos Products Co., Omaha 
NEW JERSEY 

Connor & Company, Inc., Kenilworth 

Kane Acoustical Company, Inc., Fairview 
NEW MEXICO 5 

Fiberglas Engineering & Supply, 

Albuquerque 


NEW YORK 
The Cronin Acoustical Co., Stony Point 
Davis Acoustical Corp., Albany 
Davis-Fetch & Company, Inc., Buffalo and 
Jamestown 
Robert J. Harder, Inc., Lynbrook, L, I. 
James A. Phillips, Inc., New York 
Rochester Davis-Fetch Corp., Ithaca and 
Rochester 
NORTH CAROLINA 
The Bonitz Insulation Co., Greensboro and 
Goldsboro 
Bost Building Equipment Co., Charlotte 
OHIO 
Acoustical Contracting & Supply Corp., 
Cleveland 
Cincinnati Floor Company, Cincinnati 
Riethmiller Acoustic Company, Columbus 
OKLAHOMA 
Denman Floors Company, Oklahoma City 
Harold C. Parker & Company, 
Oklahoma City 
Midwest Marble & Tile Company, Tulsa 
OREGON 
Commercial Tile Company, Eugene 
R. L. Elfstrom Company, Salem 
Johnson Acoustical & Supply Co., Portland 
PENNSYLVANIA 
Acousti-craft, Inc., Philadelphia 
Standard Floor Company, Pittsburgh 
SOUTH CAROLINA 
Bonitz Insulation Co., Columbia 
TENNESSEE 
Alexander Marble & Tile Company, Memphis 
Anning-Johnson Company, Knoxville 
Nelson Baird Company, Inc., Nashville 
TEXAS 
Blue Diamond Company, Dallas 
Builders Service Company, Fort Worth 
Collins Roofing & Sheet Metal Company, 
Odessa 
General Supply Company, Inc., Houston 
Houser Resilient Floors бо., El Paso 
Raymond Rambo Materials Co., 
Corpus Christi 
Rufus A. Walker & Co., San Antonio 
Stanford Engineering Company, Abilene 


UTAH. 
Utah Pioneer Corporation, Salt Lake City 
VIRGINIA 
Anning-Johnson Company, Alexandria 
Manson-Smith Company, Inc., Norfolk and 
Richmond 
WASHINGTON 
Elliott Bay Lumber Company, Seattle 
Fiberglas Engineering & Supply, Spokane 
WEST VIRGINIA 
Asbestos & Insulating Co., Charleston 
WISCONSIN 
Building Service, Inc., Appleton and 
Milwaukee 
WYOMING 
Construction Specialties Company, Casper 
CANADA 
F. Drexel Company Limited, Calgary, 
Alberta; Vancouver and Victoria, B. C. 
Hancock Lumber Ltd., Edmonton, Alberta 
HAWAII 
Hawaii Builders Supply Company, Limited, 
Honolulu 


The Contractors above also install these 
other Simpson acoustical materials; Hol- 
lokore-drilled Perforated Tile—standard 
and scatter drilled, Acoustical Roof Slab, 
Fissured Mineral Tile, Metal Acoustical 
Units, Perforated Hardboard, Perforated 
Cement Asbestos Board. 


Study this picture. This room is sound-conditioned with 
the wonder-material of the acoustical industry — Forestone 
fissured woodfiber acoustical tile. 

You'll notice that there are no mechanical-appearing holes 
drilled all over the ceiling. Forestone catches noise in its 
hundreds of beautifully-formed fissures instead. Yet, be- 
cause it is made of woodfiber, Forestone costs no more 
than popular thicknesses of perforated tile. 

Forestone is available in 12" x 12" and 24" x 24" tiles; as 
ceiling board to fit 24" x 24" and 24" x 48" exposed grid 
suspension systems; and in 12”x2334" tiles for exposed 
Z and T suspension systems, with access to utilities. 


SIMPSON LOGGING COMPANY 
SHELTON, 


Inexpensive acoustical treatment can be attractive, too! 


Now, Forestone is also available in center-scored 12" x 24" 
tiles with tongue-and-groove joints, flanged for easy 
stapling or nailing. 

When planning your next building, if beauty and economy 
are important, specify Forestone. For further information 
call your nearest Simpson Certified Acoustical Contractor 
today. (See contractors listed on opposite page.) 


ED WOODFIBER ACOUSTICAL TILE 


AC-73 
WASHINGTON 
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Steel Joist Fabricating 


... With one standard of quality 


Shopping Center, Panorama City, Los Remington Rand Building, Chicago, 111, Meadow Brook National Bank Building, 
Angeles, Calif, / Architect: Welton Becket Architect: Harry O, Bartlett / Contractor: West Hempstead, L.l, N.Y. / Architect: 
& Associates / Contractor: L. C. Dunn, У. L, Simmons Co. / Structural Engineer: W. Thomas Schaardt / Contractor: John 


Inc. / Structural Engineer; Brandow & John W. Emig. д. Dixon Со., Inc. / Structural Engineer: 
Johnston, Albert Roselli, 
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Plants from Coast to Coast 


and service for all 


"There are ways you can meet your own demand for quality 
building products — for prompt delivery — for depend- 
ability in suppliers. 

In the field of Open-Web Steel Joists, for instance, all 
you need do is rely on Ceco, For Ceco answers your de- 
mands with a single standard of joist quality the country 
over. Only Ceco fabricates Open-Web Steel Joists in six 
plants located coast to coast to assure prompt and economical 
delivery anywhere. Moreover—wherever your office and 
wherever the job—you can count on the practical knowl- 
edge and advice of Ceco executive engineers. 

Ceco's Quality Control ensures the highest manufactur- 
ing standards, All joists must pass Ceco's own rigid man- 
ufacturing and inspection requirements —also meet all 


design and quality standards of the Steel Joist Institute, 

So, specify Ceco Open-Web Steel Joists. They can be 
quickly installed in any kind of weather. They provide 
space for pipes, ducts and conduit. And they give you 
light-weight, safe, permanent floor and roof construction, 
at a cost to meet budgets, Furthermore, our new Electro- 
Channel Joists offer the most economical underfloor 
electrical flexibility for steel frame construction... they 
function as both structural members and underfloor elec- 
trical distribution ducts. Ceco Steel Products Corporation 
—general offices: 5601 West 26th Street, Chicago 50, 
Illinois—offices, warehouses and fabricating plants in prin- 
cipal cities — consult Sweet's catalogs or your telephone 
directory for the address of the Ceco office nearest to you. 


IN CONSTRUCTION PRODUCTS CECO ENGINEERING MAKES THE BIG DIFFERENCE, . . 
Steel Joists / Metal Roof Deck / Ceco-Meyer Steellorms / Concrete Reinforcing / Windows, Screens and Doors / Metal Lath 
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This map shows the coast to coast network of Ceco Steel Joist fabricating 


plants and sales offices, 


Hillside, 
N. J. 
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CECO STEEL PRODUCTS CORPORATION 
5601 West 26th Street, Chicago 50, Illinois 


Gentlemen: 


Please send me technical data for the following 
Ceco Products: 


Shortspan Open-Web Steel Joists 


— —Longspan Open-Web Steel Joists 


— —Electro-Channel Open-Web Steel Joists 


——Truss-Beams 
—Steel Roof Deck 


Name. . 


Address 


City- 


May 1957 221 


reviews 


(Continued from page 218) 


to date, it is setting the standards for 
a medical architecture that not only 
functions well, but also architectur- 
ally will have the beginnings of that 
plastic poetry which is the evidence 
of maturity and greatness in a 
people. It is possible that this very 
eloquence is responsible for a certain 


sketchiness and incompleteness with- 
in the book, Although acceptable in 
a monthly professional journal, this 
is lamentable in a technical reference 
book which undoubtedly will be the 
only source for years to come. 

To begin with, there has been con- 
siderable controversy in the last few 


FITS LIKE STEEL FABRICATED BY 


HAVEN-BUSCH 


Every piece fits perfectly . . . 
a minute of lost erection time. . . 
just like precision fabricated steel 
by Haven-Busch. If you know steel 
construction, you know how much 
it means cost-wise to reduce on-the- 
job time and eliminate delays. 
You'll know, too, once you've tried 
it, that when you select Haven- 
Busch T-Chord* Longspan Joists, 
structural steel or miscellaneous 
building iron, the job will be done 
right and right on time. 


ITM. Reg. 


SINCE 


1888 е DESIGNERS * 


STRUCTURAL STEEL... 
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FABRICATORS * 


© ETXZEBITHTI - ov e an y 


502 Front Ave., N.W., Grand Rapids, Michigan, Phone GL 9-4173 


T-CHORD LONGSPAN JOISTS 


not 


ERECTORS 


- MISCELLANEOUS IRON 


years on the nature and scope of 
community medical care. The core of 
the discussion is no longer on the 
procedures or the nature of the acute 
hospital, but in the other services 
needed by the community: diagnos- 
tic, therapeutic, restorative, and pre- 
ventative. The development of an old 
tool in a new setting is that of group 
practice. Group practice, whether 
prepaid or not, is a significant step 
in the return of the specialties to 
grass-root levels. What appears to 
have happened is that the general 
hospital, like a cell, has split to re- 
create itself as a new entity, one 
remaining for the care of the acute 
cases and the other carrying with it 
the following key techniques of the 
general hospital: the adjunct facili- 
ties of X-ray, laboratory, physio- 
therapy, as well as medical records, 
and central supply procedures and 
standards. A comprehensive discus- 
sion of the current questions sur- 
rounding the integration of medical 
services, as well as of the functions 
within the different types of medical 
offices would have underscored and 
clarified many of the type plans pre- 
sented in the book. This would have 
warned the inexperienced planner, 
who may be rather overeager, not to 
cannibalize the given examples for 
an immediate benefit but to proceed 
with caution. 


In the fine introduction and excel- 
lent collection of medical centers in 
the book, the material might have 
been expanded to include analyses 
of the functions of each specialty; 
a discussion of the various methods 
of the handling of patients; and 
the problems of the operation of a 
clinic or group practice from the staff 
point of view (records, central sup- 
ply, appointments, utilization rates 
of given office and examination 
rooms, etc.). 

Perhaps it would not have been 
amiss to include such staid but basi- 
cally sound data on the minimum 
requirements of the various special- 
ties as published by the USPHS in 
“Guide for the Planning of Physi- 
cians’ Offices.” 

I found it difficult to accept the 
authors’ statement that they made 

(Continued on page 228) 


Twistout plugs engage bus bars with but a simple twist . 
make it a matter of seconds to add a light and connect it. 
Trolleys are also available to give real mobility to power 
tools. Rated capacity of duct is 50 amps, 250 volts or 
50 amps, 300 volts. 


Your BullDog field engineer will be pleosed to fill you in 
on all details about Trol-E-Duct and the many other BullDog 
electrical products. He's an expert in everything from safety 
switches to unit substations . . . can be of real help in planning 
a complete distribution system for you. 


Here's lighting mobility to suit your changing needs! 


How often has this happened? You change aroun 
line . . . next thing you know you've got a costly li 
your hands. 


You can avoid this with BullDog Universal Trol-E-Duct*, It's the original 
flexible power system that both feeds and supports lights and small 
power tools. You can locate lighting fixtures anywhere along its 
length... tap in a connection with a simple twist. There's no rewiring . . . 
no costly production shutdowns . . . no added expense when you 
rearrange lights. And it's as safe as it is efficient, too, 


Check into the many advantages of BullDog Universal Trol-E-Duct. 
You'll discover that all electrical distribution systems by BullDog are a 
boon to production . . . help you cut costs while stepping up electrical 
efficiency. See your electrical contractor or call in а BullDog field 
engineer now. © BEPCO 
BullDog Electric Products Company, Detroit 32, Michigan * A Division of I-T-E Circuit 


Breaker Company * Export Division: 13 Eas! 40th St., New York 16, N.Y. In Canada: 
BullDog Electric Products Co. (Canada), Limited, 80 Clayson Rd., Toronto 15, Ontario. 


IF IT'S NEW. 


BULLDOG 


ELECTRIC PRODUCTS COMPANY 
A DIVISION OF I.T-E CIRCUIT BREAKER COMPANY 


+ IF IT'S. DIFFERENT . . IF IT'S BETTER. 
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КЎ 5А LEN / ЛЕ „точе 
NEED NO PAINTING 


New Fenestra® FENLITE Industrial Steel Windows must be completely submerged in one dip in each bath! 


are the answer to window maintenance problems in Fenestra's specially designed ''million-dollar" plant 
new or existing plant buildings. They give you dis- is the only one in America with facilities to produce 
tinctive appearance . . . lifetime corrosion resistance FENLITE. 
without painting . . . plus the strength of steel! And Fenestra FENLITE Industrial Steel Windows are 
they cost no more than ordinary steel windows with now being installed in new industrial plants from 
two-coat field painting. coast to coast. Other leading firms are solving their 
This new corrosion-resistant steel window finish is window maintenance problems in existing plants by 
produced by an exclusive Fenestra process developed replacing the windows with Fenestra FENLITE 
through years of research and testing. The FENLITE Windows. They estimate their savings in painting 
process alloy-bonds a lifetime zine surface with the and maintenance costs will quickly pay for the new 
steel of the window. A special chemical polishing windows and eliminate future problems and expense. 
treatment protects the surface against the natural If you have the responsibility of designing or 
early corrosion of free zinc. Standard 20% salt spray maintaining industrial buildings under all types of 
tests indicate that resistance to the start of white atmospheric and weather conditions, 
corrosion of the zine is increased 3 to 12 times by —. you should get complete information 
this treatment. The window is also prepared for a & [2 on Fenestra FENLITE Steel Windows. 
tight glazing compound bond and for decorative = Your local Fenestra representative— 
painting, if desired. Maintenance protective painting is listed in the Yellow Pages—can show 


not required, Precision electronic control is needed for 
every step in the FENLITE process. The windows 


you an actual sample. Call him, today, 
or mail the coupon below for details. 


The Fenestra FENLITE Finish is also ayailable on the complete line of Fenestra Intermediate 
Steel Windows for schools, office buildings and other fine structures. 


Fenestra Incorporated 
Dept, PA-5, 3409 Griffin St, 
FENLITE Detroit 11, Michigan 


/ enestra INDUSTRIAL Please send me complete information on the New Fenestra 
STEEL WINDOWS FENLITE Industrial Steel Windows. 


INCORPORATED Naita 
Your Single Source of Supply for FIRM Ў L- _ 
DOORS + WINDOWS + BUILDING PANELS ADDRESS СЕ Ac 
CITY == STATE 
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Here's how the New 


Fenestra TAC 
Panel System works 


Troffer or acoustical panel units — each 24" wide — may be 
arranged in any combination to meet your lighting and 
noise control requirements. The exclusive Fenestra pre-formed 
arched glass fiber acoustical batt[—is "built-in" the per- 
forated steel acoustical panels. Low-cost fluorescent fixtures 
and diffusers are installed in the troffer panels to provide 
recessed lighting. 

Long-span TAC Panel design speeds up erection and the 
panels require support only on the ends and at mid-span while 
concrete is being poured. This reduces the cost of shoring 
usually required for this type of construction. 

Complete erection service under Fenestra supervision is 
available in many areas. 

Since the TAC Panels carry no building loads after the 
concrete has cured, all fire-resistive ratings are based on the 
reinforced concrete structural system. Get complete details, 
today, from your Fenestra representative. 
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SCHOOL DESIGN 


NEWS 


How Fenestra 
troffer-acoustical panel system 


CUTS COSTS OF 
MULTISTORIED SCHOOLS 


New way to build saves time and money 
on reinforced concrete school construction 


Multi-purpose building materials are the key to 
economy in school construction. Fenestra* Troffer- 
Acoustical Panelst—'TAC Panels, for short—are 
designed to give you multi-purpose use of materials 
and construction labor. They make it possible for 
you to have acoustical treatment and recessed 
lighting—features that usually require extra time 
and labor—built right in the structure itself. 

You save money because three expensive building 
materials are wrapped up in these economical 
building panels: (1) the concrete joist forms, (2) 
the metal pan acoustical ceilings, and (3) recessed 
lighting troffers. 

You save time because the structural floor for 
the rooms above and the acoustical ceiling and 
lighting system for the rooms below are completed 
at thesame time... with only paint, finish flooring 
and fluorescent fixture installation to be completed 
after the concrete has cured, 


And this new building system gives you better- 
looking, better-lighted classrooms that are easier 
to maintain, year after year. The ceilings can be 
washed or repainted as often as needed, without 
affecting the acoustical treatment. There are no 
hanging ceilings or “‘stuck-on”’ acoustical materials 
to be damaged or replaced. And TAC Panel acous- 
tical ceilings are about four times stronger than 
usual metal pan ceilings. This means extra pro- 
tection against damage by impact. 

If your school building plans call for multi- 
storied reinforced concrete construction, youshould 
investigate the New Fenestra TAC Panel System. 
Even if your plans are now on the drawing board, 
they may easily be adapted to use it and to save 
you both time and money. Ask your local Fenestra 
representative for complete information, or mail 
the coupon below, today. 


*Trade mark {Patents Pending 


Fenestra Incorporated 
Dept PA-5, 3409 Griffin Street 
Detroit 11, Michigan 


Please send me complete information on the 
Fenestra TAC Panel System for school 


Fenestra grum 


construction. 
INCORPORATED NAME __ PEP NES o 
Your Single Source of Supply for BUILDING PANELS • DOORS « WINDOWS FIRM pt a 2 I 
ADDRESS —=== 
CITY = STATE = 


May 1957 


WAY isos they 


get windows with the 
CALDWELL SPIRAFLEX?! 


To be sure, everyone would have been 
happier had they done so, for with Spir- 
aflez there's no slip, no creep, no bind! 


Spiraflex is the first 1-piece weatherstrip- 
alance unit to offer true counterbalance 
with spiral sash balances. 


There is no practical substitute for the 
quality window with Caldwell Sash Bal- 
ances or Spiraflex balance-weatherstrip 
combination. 


THE CALDWELL GUARANTEE 
All Caldwell Sash Balances are guaranteed to pro- 
vide positive lifting power for the lifetime of the 
building. Backed by Caldwell's 69-year reputation 
Sor making quality products and standing behind them, 


CALDWELL TAPE BALANCES 
for Residential, Commercial 
and Institutional Sash. Wid- 


est range of types and sizes of 
tape balances made. 


CALDWELL SPIREX 

for Residential Windows. 

The spiral balance that can be 

adjusted easily and quickly, 

after installation. 
CALDWELL HELIX 

for Commercial and Insti- 

tutional Sash. The spiral 

balance specifically designed ү 

for heavy sash. / 
THE SPIRAFLEX 

Combination weatherstrip 

—sash balance for Resi- 

dential Windows. А supe- 

rior 1-ріесе weatherstrip with 

spiral balances for true coun- 

terbalance. Factory assembled 

into a single unit. 

For additional information or name of 
your Caldwell representative write to: 

CALDWELL MANUFACTURING COMPANY 
71-B Commercial Street, Rochester 14, №. Y. 


P 9 V 
SASH BALANCES 
ROCHESTER, N.Y. » JACKSON, MISS. 
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an international search for examples 
and found only one worthwhile to 
reproduce (the Corby Center, North 
Hampshire, England). The model 
prewar center at Peckham, England 
(the source of most contemporary 
thinking on community, integrated 
health centers), the excellent clinics 
in Switzerland, and the clinics put 
up by the Olivetti factories are 
worthy of inclusion. Even the inclu- 
sion of a review of the various spas 
in Europe, as well as outpatient 
departments of hospitals, would have 
given added depth for understanding 
of the problem. 

From the point of view of signifi- 
cant architectonic contribution to 
the scene today, the work of such 
masters as Neutra, Neufeld, Pereira, 
Madden, and O'Connor would have 
helped both the architect and the 
doctor studying this book. 

The history of the development of 
the faeilities for the Mayo Clinics 
is a rich page in American medical 
history; its inclusion with a discus- 
sion of their particular methods of 
operation might have been contrasted 
to the methods of prepaid group 
practices, such as the Health Co- 
operative in Seattle and the HIP 
Group in New York. It is impossible 
to believe that these group programs 
which have been so instrumental in 
shaping methods of medical care, as 
well as the facilities, should have 
been deliberately left out of the scope 
of the book. 

The authors emphasize that the 
architecture of clinies is not just 
the housing of functions but also 
should represent the qualities of 
warmth and hospitality. The exam- 
ples shown, particularly those in the 
West, have these qualities, even 
though the idiom is the ranch style. 
Unfortunately, the group centers I 
have seen in the East appear insti- 
tutional in character, I recently 
visited an important labor clinie in 
Philadelphia which, according to the 
doctors who ran it, was the асте of 
warmth and hospitality. In actuality, 

(Continued on page 232) 


Adjustable Height 
jWALLMOUNTS 


WARDROBE SYSTEMS 


Solve the pupil wraps problem efficiently with. 
Wallmount Coat Hat Racks. Mount on 
any available wall pee Hat shelves and 
hanger bar adjustable on permanently at- 
tached columns to nr for any age group. 
Double hat shelves double row of spaced 
coat hooks accommodate 6 pupils per running 
foot. Basic 3' 2" or 4' 2" units interlock to 
make continuous racks to fit any space or 
capacity requirements. 


orner Schooltue units 


OHALKROBE? 


j Dual-purpose ward» 
| roberack. Provides two 


4 ft. hat shelves, 4 ft. 
Hook Hanger rails 
for coats adjustable in 


And, on other side a 
50° x 48" chalkboard, 
Portable or stationary, 


Identical to Chalkrobe 
but with pin-up cork 
board instead of 
“Chalkboard”, 


se 
units permit complete 
flexibility in use of loot 
space. Can be anchored 
to floor, or wheeled 
about on casters. Hold 
wraps out of the way in 
orderly and efficient 
manner. 


With closure panels (as 
original equipment or 
add-on units) Chalk- 
robe and Corkrobe 
units serve as flexible 
room di , mov- 
able walls or screens. 
Widely used to enclose 
temporary class rooms, 
to “build” cloak rooms, 
meeting rooms, etc. 


ERSHOE RACKS 


Matching units for 
Wallmount. K eep over- 
shoes off-the-floor in an 
orderly manner, 


Write for “Schooline” Catalog 5[,.510 


VOGEL-PETERSON CO. 


1127 West 37th Street * Chicago 9, Illino 


Architect: Conner and Pojezny, Okla- 
homo City. Engineer for roof construc- 
tion: P. F. Blair and Sons, Tulsa. Con- 
tractor: Grammar Constr. Co., Tulsa. 


Only four precast, prestressed concrete beams 
used in roof of 100’ x 130’ gymnasium 


The roof of the Pryor High School gymnasium 
in Pryor, Okla. is supported by only four 100-ft. 
precast, prestressed concrete girders. These 
girders, at 26-ft. centers, carry 2-ft. by 26-ft. 
precast concrete roof channel slabs. Even the 
diaphragms are precast concrete. 


Prestressed as well as precast concrete units 
were also used in the gymnasium seating. The 
L-shaped bleacher seats are precast concrete in 
20-ft.-long units and are supported by 35-ft. 
prestressed concrete beams. 


Prestressed concrete girders are ideal for 
long, unsupported spans such as used in gym- 
nasiums and auditoriums. And they can be 
thinner than conyentionally-reinforced girders 


designed for the same load. Precasting girders 
and channel slabs saves time and money by re- 
ducing forms and using assembly-line methods. 


For more information on construction utiliz- 
ing precast and prestressed concrete units write 
for helpful free illustrated literature, Distrib- 
uted only in the United States and Canada. 


PORTLAND CEMENT ASSOCIATION 
Dept. A5-25, 33 West Grand Avenue, Chicago 10, 111. 


A national organization to improve and extend the uses of portland cement 
and сопсгеїе . . „ through scientific research and engineering field work 
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Its name: Mall Building 
Its location: Philadelphia 
Its architect: Charles Colbert 


Its contractor: Shelby Construction Co. 


Among its appointments: Yale Heavy-Duty Locksets 
and Door Closers 


Yale heavy-duty locksets (5400 Series) and door closers (both surface and 
concealed — Series 90 and 60, respectively) have application for apartment 
buildings, offices, hotels, hospitals, stores, theatres, restaurants, schools, factories. 
Yale locksets are distinguished by elegance, precision, unquestioned security — 

in distinctive knob and trim designs, or, if you prefer, in custom stylings 

created to your requirements. Yale door closers, are, of course, still 

the standard of sure, quiet closing—long-lasting efficiency. 


YALE~REG. U. S. PAT. OFF. 


Hardware Div white Pla YALE & TOWNE 
Lock & Hardware Div., White Plains, N.Y. 
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Mary Josita Hall, Clarke College, Dubuque, Iowa 
Architects: Barry & Kay, Chicago, Illinois 


When only the finest 
is adequate... 


Architects specify 
Fleetlite Sliding Windows ! 


Section 
of Fleetlite 
Sliding Window 
showing exterior 
and interior 
sash, screen, and 
extruded 
aluminum frame. 


Fleetlite windows offer un- 
equaled economy and ease 
of maintenance. Self-storing 
double sash is safely cleaned 
from inside — provides 
added insulation to reduce 
heating and cooling costs. 
Windows are factory assem- 
bled and shipped ready for 
immediate installation. 


Durability, Dependability 
and ease of operation make 
Fleetlite the preferred 
window for dormitories, 
hospitals and institutional 
buildings as well as the 
finest residences. 


Combined Fleetlite picture and sliding | 
windows make an attractive and ргас- | 
tical unit, provide maximum light plus | 
the benefits of controlled ventilation | 
and double sash protection. | 
| 
| 
| 
| 


2 ZZ 


[AMERICA'S nesi WINDOW 


Please send complete information 
on Fleellite: 


C] Double Horizontal Sliding Windows 


Double, Double Hung Windows 


[O Sliding Doors and Picture Walls 


C Jalousie Windows and Doors 


See us at Booth 17, A.LA. Convention, Shercton-Park, May 14-17. 


FLEET OF AMERICA, INC., 1977 Walden Ave., Buffalo 25, N. Y 
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the atmosphere was leaden; all 
waiting was on the typical single- 
corridor, widened this time with 
marble and stainless steel partitioned 
screens between which visitors were 
pigeonholed; the air was heavy with 
hospital odors; and the corridor 
appeared to culminate in the rotating 
tube of a therapy room, which gave 
the impression of a modern Aztec 
altar, All of this was refiected in the 
depressed appearance of the patients. 
This clinie had two elements in com- 
mon with hosts of others: the single- 
corridor plan with examining rooms 
on both sides, and a decorator’s 
cosmetic job which was meant to 
disguise the institutional horrors 
enclosed but which, in the end, failed 
to cover the fundamental error in 
planning. 

Probably no single factor has 
been more responsible for chaos, 
inefficiency, and the look of institu- 
tionalism in medical facilities than 
has the single-corridor plan. Whether 
in a hospital or in a group center, 
a single artery through a building 
with room feeding from both sides, 
cannot hope to accommodate the 
flow of patients, visitors, doctors, 
nurses, technicians, and maintenance 
personnel. In group centers, where 
the corridors also serve as waiting 
areas, one encounters the worst 
association with the hospital out- 
patient clinic, regardless of whether 
the chairs have cushions and the 
walls are finished in pastel paints. 
The solution to this problem lies in 
the separation of public traffic from 
staff traffic: the principle of traffic 
control is fundamental in the plan- 
ning of medical facilities. 

The subdivision of the areas into 
systems of clusters with small-scale 
waiting rooms interdigitating the 
circulation with consulting and ex- 
amining rooms and these, in turn, 
intereonnected by staff-service cor- 
ridors, to encourage the doctors and 
staff to work as a team, is a step 
in the right direction. This leaves 
the waiting patient protected from 

(Continued on page 238) 


iclopment from Smithcnaft- 


Bias 


слаў TWOSOME 


with brand new 


COMPOUND SHIELDING 


45? x 45? SHIELDING IN A 
VERY SHALLOW UNIT WITH 
NO DARK CENTER STREAK 


Quality, beauty, and comfort are combined in the 
new top value, low-cost Smithcraft TWOSOME. The 
new Smithcraft Compound Shielding permits the com- 
fort benefits of 45° x 45° shielding in a very shallow 
unit (only 3'^" деер). And there is no dark center 
streak! This Compound Shielding is a center strip of 
extruded Polystyrene with white steel baffles on 
either side . . . very interesting and eye-pleasing. Bottom shielding and side shields are one complete assembly 
which hinges from either side or may be easily removed entirely. 

For two or four 4’ or 8’ lamps, TWOSOME may be also specified with Plastic Louvers (42° x 42° shielding), 
Ribbed Skytex Glass, or Flanged Polystyrene (impact resistant). Ask the man from Smithcraft to tell you more 
about the TWOSOME for schools, offices, stores or similar installations. 


| = енен the man tro п dmifÁcnaft- 
| 


He's а man who knows lighting “from the architectural 
Harry R. Wolf, Jr., 


ene of Smilhcraft's nationwide sales orgonizotion, 


X { standpoint". Because he talks "lighting" rather than ‘‘fix- 
2m \ tures”, he can help you find the time-saving, economical 
solutions to lighting problems that are posed by any 


$ building design on your boards, Call him in to consult 
| I with you or your lighting engineers on the TWOSOME or 
|? d | ] any опе of the Smithcraft line of lighting units. 
+ 


у Smithcraft fluorescent lighting units are installed in thousands of offices, 
e factories, schools, stores and diversified interiors from coast to coast, 


Wherever good lighting is important, you'll find... 


A m SMITHCRAFT — “AMERICA’S FINEST FLUORESCENT LIGHTING" 


Philodelphio Representative, 


p PLEASE ATTACH TO YOUR BUSINESS LETTERHEAD and mail to Р 

V слабе LIGHTING, CHELSEA 50, MASS. 

NAME — reco WM SEN е „се 

$ th ft Ino ELM. I i E 0/5 
ADDRESS gom ESSO e Е 


7 Please send me the monthly publication, "Light Side of the News", so that | can keep in touch 
with the latest trends in lighting 


Lj Please send me the “TWOSOME” Folder and catalog sheets. 


Please send me the complete SMITHCRAFT CATALOG, containing data on America's Finest 
Fluorescent Equipment 


LIGHTING 


CHELSEA 50, MASSACHUSETTS 
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K-JOINT 


For 
Control Joints — 


9-00 ON әз "Vl v 


T 


Deep Swedged Reinforcing 
== = o — 


SIDE VIEW 


It Takes Both For MORE STRENGTH 
& PROTECTION IN MASONRY WALLS 


Blok-Joint is a cross-shaped rubber extrusion used 
to make control joints in masonry walls. No special 
blocks are required—no building paper and mortar 
fill is necessary. No cutting or sawing to be done. 
Blok-Joint is used with any standard metal window 
sash block. 


The secure interlock provided by Blok-Joint adds 
to the lateral stability of the wall. It allows for 
contraction and expansion while maintaining a 
firm joint. 


Blok-Joint is effective in single block walls, with 
brick and block backup and at pilasters and 
columns. 


The big advantage you get with Blok-Mesh is the 
exclusive “Deep-Grip” swedging. It allows the 
mortar to get a real bite on the reinforcing yet 
requires no more area in joint than other types of 
superficial deforming. 


Blok-Mesh is designed to eliminate cracks above 
lintels and below sills. It minimizes ordinary 
shrinkage cracks. Notice in the illustration how 
the “Deep-Grip” swedging of Blok-Mesh is large, 
deep and well-defined to form effective dovetailing. 


Write for FREE Blok-Joint sample 
and literature on Carter-Waters 2-point better masonry wall design. 


For Further Information See 


Architectural 
or Industrial 
Construction File 


2440 Pennway, Dept. PA, Kansas City, Mo. 
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An Inconspicuous 
Light Source... 


«+. describes Wileys new Zephyrs. Their beautiful 
unadorned lines harmonize so well with any decor 
that you're unaware of the source of light. Their wafer- 
like thinness makes them ideally suited to installa- 
tions where recessed fixtures cannot be used. 

They may be arranged end to end, side by side to 
form squares, rectangles, borders. They may be mount- 
ed flush or suspended, You may have your choice of 
shielding: louvered (molded one piece polystyrene 
grid, metal egg-crate) or glass (Corning flat or curv- 
ed lens). 

Erection is simple, requiring only minutes. Patent- 
ed E-Z servicer simplifies maintenance. Fixtures meas- 
ure 12" x 48" and are only 314” deep. E.T.L. certified 
electrical components are used. 


r & w WILEY inc. 


DEARBORN AND BRIDGE STS. 


PIONEERS IN 
FLUORESCENT LIGHTING 


BUFFALO:7, NEW YORK 


Buy Two for Less 


Oscar Niemeyer: Works in Progress 
Edited by STAMO PAPADAK 
Selected from Niemeyer’s 
creativity during 1950-1956, 
the books show thirty-five bold 
new projects—each presented 


completely from preliminary 
sketches to finished buildings, 


192 pages, 300 illustrations, 9” x 9", $10.00 


The Work of Oscar Niemeyer 
Edited by STAMO PAPADAKI 


Following Niemeyer's analyticd 
and creative process, this book 
complete with photographs, 
plans and sketches, shows the 
outstanding buildings which 
crowned his pioneering efforts 
from 1937-1950. 


240 pages, 480 illustrations, 9” x 9”, $10.00 
SAVE! BUY BOTH VOLUMES TOGETHER FOR ONLY $18.50 


Order now—for 10 days’ FREE examinatio 


REINHOLD PUBLISHING CORPORATION 
430 Park Avenue, Dept. MA 216, New York 22, N. 
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“All the equipment. must meet government “Load variations, O to 100%, are easy to 


"Here's Tonrac, heart of the air-conditioning 


system." specifications.” handle with Tonrac." 
— l. A. Lindberg, American Blower Representative —G. M. Graf, Group Supvr., Gen. Serv. Admin. —E. A. Stack, Chief Engineer, Federal Building 


fiim 


{йө 


"|t took 8 men only 3 days to install the “Feature for feature, Tonrac was the logical Result: Teamwork brings new comfort to New 
two Tonrac units.” choice." Orleans. 
—G. A. Hero 111, Comfortair Company, Inc. —A. А. Hero, President, Comfortair Company, Inc. 


Conference on comfort in New Orleans 


Here's how American Blower's advanced 


, RAS А Conferences like this occur in every city in America, as 
air-conditioning equipment helped 


building owners, engineers and contractors search for the 


provide a temperature-perfect indoor best way to control indoor climate when summer tem- 
climate for New Orleans' block-square peratures soar and employee efficiency drops. 
Federal Office Building. To provide comfort, and to raise efficiency, the United 


States Government installed an air-conditioning system in 
its New Orleans Federal Office Building. The heart of 
the system consists of two 300-ton American Blower 
Tonrac, centrifugal refrigerating machines which, states 
Alvin Hero, president of Comfortair Company, Inc., New 
Orleans air-conditioning contractors, "were selected pri- 
marily on the basis of flexibility — their ability, to adapt 
to varying load conditions, and operate at zero load capac- 
ity when needed. And we knew from the reputation 
of American Blower that Tonracs would give efficient, 
trouble-free service." 

If your building or remodeling plans include air con- 
ditioning, it will pay you to call an American Blower 
| representative. His product knowledge can prove invalu- 
"t . A | able to you. American Blower Division of American- 
nt : Standard, Detroit 32, Michigan. In Canada: Canadian 
pe i А Sirocco products, Windsor, Ont. 


Fhe teamwork that brought effective air conditioning to 
the Federal Office Building, New Orleans, La., can help 
make your system a success. Why not call in an American 
Blower man when you reach the planning stage? 


Air-conditioning equipment for every business 
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THIS TOWERING new office 
building of the Prudential Insurance 
Company of America marks an impor- 
tant addition to Chicago's stature as a 
city of distinctively designed edifices. 
Contributing to the over-all beauty 
of this structure is the extensive use of 
Pittsburgh Glass. This includes Pitts- 
burgh's Twinpow®—the windowpane 
with insulation built in—Hencurrre® 
Tempered Plate Glass Doors and 
Sidelights, Polished Plate Glass, 
Heavy Plate Glass, and interior mir- 
rors made from Pittsburgh Plate Glass. 
Here is another outstanding example 
of the way in which Pittsburgh Glass 
is helping the architect achieve even 
better designs. Architects: Naess & 
Murphy, Chicago, Ill. 


"Henney 
titanii 


EL 
— "Agen ы т 


Progressive Architecture 


Prudential Insurance Company of America's 
new and impressive building in Chicago 


utilizes the beauty and functional values 


of PITTSBURGH GLASS _ 


LARGE AREAS, such as these, of Pittsburgh Plate HERCULITE DOORS, made from Pittsburgh Polished 


Glass апа Twinpow Insulating Glass attract thousands Plate Glass, which has been specially tempered to make 
of visitors. Clear-vision Plate Glass TwiNpow units offer it four times stronger than ordinary glass of the same 
a panoramic view of the surroundings and help to keep thickness, are featured at the entrances and on other 


interiors more comfortable. floors of this new office building. 


Your Sweet's Architectural File contains detailed information on all 
Pittsburgh Plate Glass Company products . . . Sections Та, 13e, 16d, 21. 


Design it better with 


PITTSBURGH GLASS 


PAINTS - GLASS - CHEMICALS - BRUSHES · PLASTICS + FIBER GLASS 


PITTSBURGH PLATE GLASS COMPANY 
IN CANADA: CANADIAN PITTSBURGH INDUSTRIES LIMITED 
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Letter Boxes 
for 


MODERN 
INTERIORS 


You can complement the most modern 
decor with the rich, distinctive .designs 
of CORBIN Letter Boxes. What's more, 
you can be sure that they will provide 
the ultimate in security and user con 
venience. 


Every CORBIN Letter Box gives you the 
same solid construction that qualifies it 
for post-office use. And, each box can be 
"'convenience-keyed' so that one key 
opens entrance door, box, and apart- 
ment or office. 


CORBIN Letter Boxes are available as 
Key, Latch or Dial types; in complete, 
assembled sections, ready for service. 
Specify them for modern appearance 
and efficiency in all commercial, apart- 
ment, or institutional buildings. For com- 
plete details and installation data, write 
for Catalog WP 25. 
® 


CORA 


CORBIN Wood Products Division, PN 
The American Hardware Corporation 
Hornell, New York 

Please send me Catalog WP 25 

Nome — 
Firm 

City State © 
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the inner routine, a quality so long 
associated with the advantages of 
the private practitioner's environ- 
ment. In the hands of careless or 
rigid architects, even this can become 
institutional. 

In the last analysis, the reader of 
this book will agree with Gutheim, in 
the closing lines of his introductory 
essay, that both doctors and archi- 
tects will find this a rewarding book. 

BASIL YURCHENCO 


important building type 
Small Commercial Buildings. Rich- 
ard W. Snibbe. Reinhold Publishing 
Corp., 430 Park Ave., New York 22, 
N. Y., 1956. 216 pp., illus., $13.50 


selective collec- 
of small com- 


This book contains a 
tion of illustrations 
mercial buildings in many parts of 
the world and offers a fine selection 
of work of this type published in 
magazines of the last fifteen years. 
The buildings are well chosen; the 
photographs are well reproduced. 
Floor plans for each building are in- 
cluded: these are free-hand sketches 
drawn in very small scale and in a 
somewhat mediocre manner. 

The architect - author comments 
generally on the building type which 
is the subject of this publication, 
and specifically on each building. 
Unfortunately, his intent was better 
than his comment: the publisher's 
editors should have helped to over- 
come this shorteoming in an other- 
wise superior book. 

A foreword by Pietro Belluschi 
states the advantages of a special- 
ized colleetion of this kind. 

LAWRENCE E. MAWN 


reassuring report 
The Mutual Mortgage Insurance 
Fund: A Study of the Adequacy of 
Its Reserves. Ernest M. Fisher and 
Chester Rapkin. Columbia University 
Press, New York, N. Y., 1956. 162 
pp., $4 


Some pontiff of modern philosophy 
(Continued on page 242) 


| Where Electricity 
. Must Not Fail! 


| SPECIFY ONAN 


STANDBY 
_ ELECTRIC PLANTS 


In hospitals, schools, theaters, 
office buildings . . . interruptions 
of electric power can endanger 
lives and property. 


With an OnanStandby System, 
any interruption of highline elec- 
tricity automatically starts the 
emergency electric plant and 
within seconds all essential equip- 
ment isoperating normally. When 
power is restored the electric plant 
stops automatically. In many in- 
stances, just one power interrup- 
tion will justify the cost of the 
standby power installation. 


Model 15HQ 
15,000 watis 


SIZES AND MODELS FOR EVERY NEED 


* Air-cooled: 1,000 to 10,000 watts 
+ Water-cooled: 10,000 to 75,000 watts 


Available unhoused or with steel housing os shown, 


Write for Architects 
Kit No. SP-1021 


Deseribes scores of standby models with come 
plete engíneering specifications and information 
n installation. 


ELECTRIC PLANTS 


D. W. ONAN & SONS INC 


| 3847 University Ave. S. E. e Minneapolis 14, Minn, 


OH Ui) туган 
йт 


LIGHTSTEEL cuts the cost of curtain walls 


Im э = ~ 
um ng 12: 


in new J. C. Penney Co. department store 


The handsome J. C. Penney Co. department store at 
Westlake Shopping Center, Daly City, California, is 
à two-story and basement structure with a welded- 
steel rigid frame. Penmetal LIGHTSTEEL was specified for 
exterior curtain walls, parapet walls, penthouse and 
elevator machine-room enclosures because of its rec- 
ognized cost-cutting potential. 

The light weight of the Penmetal studs cut dead- 
weight loads, helping the architect save on foun- 
dation size and cost. They provided the necessary 
rigidity but reduced the quantity of structural steel 
required. And, they were easily, speedily placed. 

Important economies were effected by using the 
LIGHTSTEEL nailing groove for the attachment of lath 
to both sides of the studs, and by installing wiring 
and piping through the carefully engineered open- 
ings іп the sections, The LIGHTSTEEL was cut to size at 
the job site and spot welded to the framing, eliminat- 
ing costly shop work. 

Send for data on versatile LIGHTSTEEL. Ask for catalog 
SS-14 and technical manual SS-8. 


PENN METAL COMPANY, INC. 
General Sales Office: 40 Central Street, Boston 9, Mass. 
Plant: Parkersburg, W. Va. 

District Sales Offices: Boston, New York, Philadelphia, Pittsburgh, 
Chicago, Detroit, St. Louis, Dallas, Little Rock, Seattle, San Francisco, 
Los Angeles, Parkersburg 
Representatives in Principal Cities 


The new J. C. Penney Co. department store in Daly City, Cali- 
fornia was designed by Lloyd Gartner, А.1.А, and Associates 
of San Francisco, 


Owner and contractor: Henry Doelger Builder, Inc. 


РМ-12? 
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1. National Homes, Lafayelle, Indiana, specifles Styrofoam 1" thick placed 
horizontally around the perimeter 12" from the foundation wall of the house. 


2. Styrofoam insul 


D 


lation 1" thick is then placed at an angle 1 


Ihe poured foundation wall. 


National Homes uses Styrofoam 
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A new concept for 
construction of all masonry 
structures: 


Styrofoam is used to eliminate 
dampness and cut building costs. 
Portland cement mortar bonds 
Styrofoam to the masonry—perma- 
nently, without studs. Plaster keys 
directly to Styrofoam surface— 
smoothly, without lathing. No spe- 
cial training or tools are needed. 
And the warm, dry walls keep their 
smooth, crack-free appearance year 
after year. The man who looks 
ahead will investigate this! 


2" high against 


for lifetime perimeter insulation 


There are good reasons why this is so. The same reasons that 
can help you enhance your reputation. 


having no food value, vermin and rodents won't bother it. 


But what makes Styrofoam even more outstanding is its un- 


Styrofoam* (a Dow plastic foam) is a homogeneous insulation 
with a remarkable combination of properties. This rigid insu- 
lation contains millions of noninterconnecting air cells. As 
a result, it can't absorb water. It provides true protection 
against dampness and water. Its low thermal conductivity 
stays low. In addition, it resists rot, mold, deterioration. And 


paralleled performance in such fields as low-temperature and 
plaster-base construction . . . industrial equipment . . . roofs, 
cavity walls and wall panels. This clean, odorless, lightweight 
insulation has many applications that are well worth your 
investigation. You'll find Styrofoam pays off in lifelong effi- 
ciency and economy. 


*Styrofoam is a registered trad »mork of THE DOW CHEMICAL COMPANY 


For further information, contact your nearest Styrofoam distributor: CALIFORNIA, San Francisco: Western Foam Products, Inc. * CALIFORNIA, Los Angeles 
13: Pacific Foam Products Company * FLORIDA, Tampa: The Soule Company * GEORGIA, Atlanta 8: Badham Sales Company * ILLINOIS, Chicago 11: 
The Putnam Organization, Inc. * IOWA, Des Moines: Wilson-Rogers, Inc. * KANSAS, Kansas City: Styro Products, Inc. * MASSACHUSETTS, Ipswich: 
Atlantic Foam Products Company * MICHIGAN, Detroit: Par-Foam, Incorporated * MICHIGAN, Midland: Floral Foam Products * MINNESOTA, 
Minneapolis 8: Edward Sales Corporation * MONTANA, Billings: Madden Construction Supply Company * NEW YORK, Rochester 20: William 
Summerhays Sons Corp. * NEW YORK, Long Island City 1: Styro Sales Company, Inc. * OHIO, Cincinnati: The Seward Soles Corporation * OHIO, 
Cleveland 8: Structural Foams, Inc. * PENNSYLVANIA, Plymouth Meeling: G & W H Corson, Incorporated TEXAS, Houston: The Emerson Company 
* UTAH, Salt Lake City 10: Utah Lumber Company * WASHINGTON, Seattle 9: Wiley-Bayley, Inc. * WISCONSIN, Milwaukee: S & S Sales Corporation 
* CANADA, Edmonton, Alberta: Northern Asbestos and Building Supply Co., Lid. + CANADA, Kitchener, Ontario: Durofoam Insulation, Lid. * CANADA, 
Vancouver, B. C.: Wiley-Bayley Co., Ltd. Or write THE DOW CHEMICAL COMPANY, Midland, Michigan—Plastics Sales Department PLI740Z-1. 


з OUR 
CATALOG IN 
SWEET'S 


YOU CAN DEPEND ON 
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Condensation on floor joists above a crawl space 


,X. m. 


Cracked plaster ceiling due to condensation 
on the inside of a flat roof deck 


fa i P 
lensation in the woll caused froming 
to decay and plaster to crack 


Eliminate the ravages of excessive vapor 


Rotting walls. . , blistering and peeling 
paint. .. masonry efflorescence (the white 
powder that forms on the outside of brick 
buildings) . . . warping and rotting wood 
floors and termite problems are just afew 
of the many evils we have learned to live 
with , . . all of them are directly or indi- 
rectly caused by excessive vapor conden- 
sation. 

Governmental and academic research has 
proven that more than 80% of the mois- 
ture induced into the home is from the 
ground source. It makes little difference 
whether gravel is used under the base- 
ment, slab floor or crawl-space . . . or 
whether the site is on high or low ground, 
whether it's on a sand dune or a cess pool 
—somewhere below the structure water 


Write today for com- 
plete information and 
your set of "Tech-Tips.” 


-| BETTER CONSTRUCTION 


W. R. MEADOWS, Inc. 


9 KIMBALL STREET 
ELGIN: * ILLINOIS 
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exists and vapor will soon rise into the 
building. The only way to eliminate de- 
structive moisture is in the original con- 
struction with the installation of "РКЕ- 
MOULDED MEMBRANE," the indus- 
tries only TRUE vapor seal. In construc- 
tion application the 4° x 8" sheets of 
"PREMOULDED MEMBRANE" are 
laid directly over the hard tamped grade 
or fill with a 6" head and side lap that is 
sealed with Sealtight Catalytic asphalt . . . 
producing a monalithic vapor seal with 
mechanically sealed joints, that will ex- 
pand and contract with the concrete slab 
above . . . without breaking the bond. 
"PREMOULDED MEMBRANE" has a 
permeance rating of only .0066 grains per 
square foot. We sincerely invite your com- 
parison of "PM" against all other so- 
called vapor barriers on the market. 


W. R. Meadows, Inc. 
9 Kimball St., Elgin, Illinois 


Gentlemen: se mte for topy 


[Г] Send me complete information and 
"'Tech-Tips." 
[Г] Have representative call. 
NAME TITLE 
FIRM. 
ADDRESS. 
city. STATE. 
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should have said that so-called real- 
ity is only one aspect of a statistical 
picture. To put it objectively: Sir 
Isaac Newton’s apple fell dutifully 
to the ground; but today’s scientific 
theorist darkly hints that if the ex- 
periment were repeated often enough 
(within the known limits of space- 
time continuum) a recalcitrant ap- 
ple would detach itself from the 
bough and hang poised in midair. To 
the lay reader, at first contact, a 
similar atmosphere of refined hy- 
pothesis surrounds this Fisher and 
Rapkin book. 

We say "at first contact” because, 
on opening the book, that same read- 
er may encounter the mathematical 
formula used by the FHA for re- 
quired insurance reserve on mort- 
gages: “Кх-Нх[у 1/2..." and so on 
for some 140 terms, signs, brackets, 
parentheses, exponents superior and 
inferior, to an extent that would 
have given Einstein pause. 

In addition, there are numerous 
tables and charts, with most of the 
figures carried to six or more deci- 
mals, On the whole, our authors have 
presented us with “а study in depth," 
as the Harvard Haruspices might 
say. Nevertheless, it is a study well 
directed and lucidly styled, having 
a manifest aim toward which it 
moves in easily distinguished steps. 
The reader, therefore, need not be 
specially skilled at figures in order 
to follow—and even enjoy—the pres- 
ent volume’s orderly progression and 
reasoned conclusions. 

The aim of the book is simple 
enough. A colossal, well-nigh galac- 
tie liability has been assumed by an 
instrumentality of the United States 
Government, namely, the Mutual 
Mortgage Insurance System. To 
meet this liability, the System accu- 
mulates fees, commissions, premiums, 
and the like. A reasonable and oft- 
propounded question arises: to what 
extent are these reserves adequate 
or inadequate, and how can their 
condition be improved? The book be- 
fore us seeks an answer. 

(Continued on page 248) 


FOR 
CONCRETE FLOORS... 


GREATER HARDNESS, TOO! 
WITH TRUSCON 


ARYEROS Sa 


AGGREGATE 


BUILT-IN COLOR! Yes, built right into the con- 
crete, forming an integral part of it, giving you a 
beautifully colored floor . . . rather than plain, drab 
concrete. Both colors, Tile Red and Spanish Green, 
have depth and brilliance. Each Art-Roc color 
offers its own pleasing effect—Tile Red radiates 
warmth—Spanish Green provides a soothing, cool- 
ing motif. 

BUILT-IN HARDNESS! Concrete floors pro- *Also used in 
tected with Art-Roc are actually twice as hard as hos Lo nid 
iron, can last up to twice as long as ordinary con- iie у 
crete. Art-Roc floors resist many cleansers, alkalis end all types of 


and rust . . . as well as physical abuse. institutions, com- 
mercial buildings 


BUILT-IN PLEASURE! Color pleases. Color end ийнин. 
sells. Color makes everyone react favorably . . . 
provides tremendous contrast to lackluster, plain, SEND COUPON TODAY 
neutral surfáces. 

AND SINCE ART-ROC is so low in cost—and 
so easy to apply—it’s a real pleasure to use, as well 
as to behold! 


RESTAURANTS" 


on Laboratories 
К 69, Milwaukee Junc. P,O., Dept. P-8 
Detroit 11, Michigan 


Rush complete Art-Roc data and specificaffons to: 


Division of Devoe & Raynolds Co., Ine., 3 п! = 


State. 
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It's a new way to build.. 


ts Insulite Primed Siding! 


Looks like wood, works like wood...no knots or splits 
‚.. 2 inch thíck...factory primed to cut painting costs! 


When you design your first home or commercial 
building with Insulite's new and revolutionary 
Primed Siding, you will see carpenters and 
painters doing more work, better work, than 
ever before. Doing it easier. Doing it faster. 
Saving steps. Saving waste. 

Longer, wider pieces of Insulite lap siding 
arrive in cartons... stack up neatly . . . cover 
large areas . . . nail up fast. Every piece of lap 
siding and every 4’ x 8’ panel is flat, straight and 
uniform. No knots, splits or splinters. Sawing is 


extremely fast... easy on the man, easy on the 
blade. Nails drive easily, straight and true. No 
drilling, even with aluminum nails! 

Each piece, each panel arrives prime coated. 
Not on the face only .. . on face, ends, edges, in 
grooves on grooved panels; and back primed. 
Finish painting goes rapidly and economically. 

It’s the new, man-made successor to wood 
siding. It offers you new design factors. It’s a 
new way to build. Want details? Write us — 
Insulite, Minneapolis 2, Minnesota. 


“INSULTE 


Primed Siding 


= 


[| Insulite, made of hardy Northern wood. Insulite Divisi 


on of Minnesota and Ontario Paper Company, Minneapolis 2, Minn. 


No more paint blisters? Experience to date indicates 
that new Insulite Primed Siding has exceptional resistance 
to paint blistering. In laboratory test shown above, mois- 
ture has bubbled and blistered paint on ordinary siding 
(in foreground), while Insulite Primed Siding (at back) 
shows no trace of blistering. 


Here's a multiple demonstration (left) of the 
three types available. Men in foreground, working a le 
full, true dimensions without scantage 


New sidewall beauty and fresh, attractive new design 
ideas come naturally with Insulite Primed Siding. Twelve- 
inch width of horizontal siding gives full 1034” exposure— 
a de luxe effect. Vertical grooved panels (grooves 8" o.c.) 
and board-and-batten treatments with plain panels allow 
nice blendings and contrasts. 


great new features of Insulite Primed Siding, and a showing of the 
h o! 
At top, carpenter applies batten strips to plain 4'x 8' panel. At left, painter shows 


horizontal siding, demonstrate fast, clean sawing and 


excellent coverage of paint on primed surface of vertical grooved panel. 


A Report on How Engineered 
Timber Serves the Needs of 
Modern School Construction 


The School District of Massapequa, 
long Island, New York, found a solu- 
tion to overburdening school building 
taxes by using engineered timber con- 
struction for four schools recently built 
in their community. 

Clear span Teco roof trusses connect- 
ed with Wedge-Fit split ring connectors 
and glued laminated beams and arches 
were used for a 35% reduction in 
initial construction costs. 


THE MASSAPEQUA SCHOOLS 


Ut 


THE UNQUA SCHOOL 


THE BIRCH LANE SCHOOL 


= - —— 
THE CARMAN ROAD SCHOOL 


m 


THE HAWTHORN SCHOOL 


SEND TODAY FOR FREE COPY 
of “THE MASSAPEQUA STORY” 
PA-573 


TIMBER ENGINEERING CO. 
1319 18th Street, N. W. 
Washington 6, D. C. 


Please send me FREE Copy of "The 
Massapequa Story." 


| 
| 
I 
l 
l 
| 
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l 
| 
| 
П 
| 
l 
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Throughout the work, an attempt 
is clearly noticeable to equate the 
mutual mortgage insurance problem 
with that of any other actuarial 
task—as, for example, that which is 
posed when determining adequate 
reserves of a life-insurance company. 
On the whole, this effort is fairly 
successful. However, a missing se- 
ries of factors, available to the life- 
insurance actuary but inaccessible to 
the student of mortgage insurance, 
are found in what the actuary calls 
his "experience" tables, The latter 
knows to a nicety, by consulting such 
tables, how many persons of a cer- 
tain age group will die at a certain 
time. Architects also—to digress a 
moment—know from collated and 
standardized data, based upon physi- 
cal experience, what materials will 
stand specified stresses and in what 
cross-section. 

The mortgage actuary, on the 
cther hand, has a very limited equip- 
ment of experience as to "life ex- 
pectancy" of his units, because that 
expectancy is so largely governed by 
alternating (and well-nigh unpre- 
dictable) periods of general pros- 
perity and depression, These periods 
affect the demonstrable risk in two 
ways—by breeding foreclosures and 
by impairing the saleability of fore- 
closed property. As there has been 
but one examinable major depres- 
sion (іп the 1930's) followed by one 
major expansion period (1945 to 
date), the situation is as if the ac- 
tuary, instead of having for study a 
million or more individual life his- 
tories, should possess only two— 
those of his parents. 

Nevertheless, with the available 
material, our authors have managed 
ingeniously well. They have promul- 
gated among other things, the dic- 
tum that the risk of foreclosure de- 
clines with the age of the mortgage. 
In fact, the 1-to-5 year mortgage 
age groups practically monopolize 
the foreclosures. 

The book devotes much space to 
analyses and simplifications of FHA 

(Continued on page 256) 


specify for LIT EF 


in schools everywhere 


GLYNN*JOHNSON 
Door Control Hardware 


designed to absorb 
shock and noise 
Overhead Type Door Holders, 


Stops, and Shock Absorbers for By offering a cushioned stop for violent door 
ENTRANCE and CLASSROOM DOORS openings . . . GJ devices greatly reduce wear, 
opening up to 110° distortion, and damage to walls, reveals, 


jambs, hinges, door closers, and other hard- 


ware, eliminating excessive repair and main- 


51 


tenance bills. By holding the door open ot 
dismissal time the unnecessary wear and abuse 
of continuous openings and closings are 


! . 
Floor and Wall Type avoided. 


Door Holders and Bumpers for Behind every GJ specification is a 30 year 
ENTRANCE and CLASSROOM DOORS 
opening beyond 110° 


reputation for highest quality hardware. 
Send for condensed GJ School Hardware Catalog B/k5 


Noise quieting £^ GLYNN * JOHNSON CORPORATION 
Door Silencers Е 4422 north ravenswood ave. е chicago 40, ill. 
and Mutes 
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Fesco Board 


For Fire Resistance: New Materials with a "Forward Look" 


This new 34-acre Chrysler roof deck brings together the most modern materials to 
establish a new level of fire-resistance and fire-containment. Specifications: Walcon 
steel deck, Koroseal vapor barrier and non-flammable Lexsuco cold adhesive R907T— 
(manufactured for Lexsuco, Inc., Cleveland, by B. F. Goodrich), Schundler's Fesco 
Board Roof Deck Insulation, and Koppers 4-ply tar and gravel built-up roof. 


ARCHITECT and ENGINEER: F. A. Fairbrother and George H. Miehls with Albert Kahn ASSOCIATED ARCHITECTS and ENGINEERS, CON- 
SULTANTS, Detroit, GENERAL Contractor: Hunkin-Conkey Construction Company, Cleveland. RooriNG Contractor: Industrial Roofing 
and Sheet Metal, Inc., Cleveland. Lexsuco БООР construction engineered and distributed by Lexsuco, Inc., Cleveland. 


**Non-fiammable Lexsuco adhesive R907T 
*TM B. F. Goodrich Co. 


In every way, Fesco Board lent itself to a new concept 
in fire retardant roof design employed on the 34 acre 
roof of Chrysler's Twinsburg, Ohio body stamping plant. 
Teamed up with Lexsuco’s non-flammable adhesive, and 
the modern vapor barrier, Koroseal*, Fesco Board 
contributed these important properties: 


Incombustibility — Fesco Board is rated incombustible, with 
a flame spread of only 20.5, and a smoke contribution factor of 0. 


Moisture Resistance — Fesco Board absorbs only 1.5% mois- 
ture by volume on 24 hours total immersion. 


Permanence — Fesco Board is not subject to rot, fungus or | 
decay. 


Mechanization —With a compression factor of 174.8, rigid 
Fesco Board holds up under heavy traffic, is packaged for me- 
chanized handling. 


Workmanship — Light, only 9 oz. PBF, and 24” x 36” sized, 
Fesco Board handles fast. Protective packaging, true-square cor- 
ners, and dimensional stability assure good craftsmanship. 


Designing for greater fire-resistance? You'll find Fesco 
Board at home with the newest materials, the new- 
est highspeed application techniques, the newest con- 
cepts of fire-control. Write for engineering data. 


F. E. SCHUNDLER & COMPANY, INC. 


$04 RAILROAD STREET • JOLIET, ILLINOIS 


RATED FIREPROOF MATERIALS, ACOUSTICAL & INSULATING 
Developers and producers of incombustible mineral products including Ebblone Acoustical Tile, | 
Fesco Insulation Board, Coralux Acoustical Plaster, Coralyx Perlite Aggregates, Mica Pellet Ver- 
miculite, High Temperature Insulating Blocks and Insulating Cement. 


TAR & GRAVEL 


FESCO 
INSULATION 
BOARD 


NON-FLAM. ADHESIVE™ 


KOROSEAL BARRIER* 


NON-FLAM. ADHESIVE** 


Information* 
valuable 
to the Masonry 
Industry 


available now on 


Rapids, lowa. 


Rigid BACKBONE of STEEL 
For Every Masonry Wall 


Dur-O-wol Div., Cedar Rapids Block Co.) CEDAR RAPIDS IA.  Dur-O-waL Prod., 
Inc., Box 628) SYRACUSE, NIY] Dur-O-wol of Ill., 119 N. River SUP AURORAM. 
Dur-O-wol Prod. of Alo, Inc, Box 5445, BIRMINGHAM, АЙА; Dur-O-wal 
Prod., Inc., 4500 E. Lombord St.) BALTIMORE) МО. Dur-O-wot Div., Frontier Mfg. 
Co., Box 49, PHOENIX, ARIZ] Dur-O-woL, Inc., 165 Utah 5: TOLEDO; OHIO 
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Architectural Practice—Revised Edition 


by Clinton H. Cowgill and Ben John Small 
This comprehensive book covers the professional, business, and 
legal aspects of architectural practice. Commissions for profes- 
sional services are traced in minutest detail from the day the client 
arrives to the last payment for work performed. The social and 
economic implications of contemporary practice are translated in 
terms of ready-to-use forms, guides, advice, graphic illustrations, 
and the like. Accounting procedur bookkeeping systems, 
almost every procedural form an architect requires for his prac- 
tice, agreements of every nature, specifications, insurance and 
bond requirements are all presented in orderly sequence. 
430 pages, 9 x 12, illustrated, $12.00 


Send for a copy on approval 


REINHOLD PUBLISHING CORPORATION 
Dept. X-54, 430 Park Ave. 


New York 22, N. Y. 


ARCHITECTURAL ENGINEERING 
(НОМЕ STUDY) by Only 
Prepares Architects and Draftsmen 


for structural portion of 


STATE BOARD EXAMINATIONS 


For many this is the most difficult section of the examinations. 


A Practical Course Mail 


Qualifies for designing structures in wood, concrete or steel. 
Successfully conducted for the past twenty-two years. Our 
complete Structural Engineering course well known for forty- 
six years. 

Literature witbout obligation —wriie TODAY 


| WILSON ENGINEERING CORPORATION 


College House Offices Harvard Square 
CAMBRIDGE, MASSACHUSETTS, U. S. A. 


Buy Two for Less 
Streamlined Specification Standards, Vol. | 
Architectural 


SPECIFICATIONS By BEN JOHN SMALL 
The most valuable time saver ever 
published for the architectural 
specifying team, All the specifica- 
tions necessary for the contracts, 
site work, carpentry and other 
structural work, masonry, weather- 
protection, metal work and furnish- 
ing of a building. 

100 pages, 812" x 11”, $15.00 


Streamlined Specification Standards, Vol, 11 
Mechanical & Electrical 


BY LOUIS AXELBANK 
& BEN JOHN SMALL 


STANDARDS 


SPECIFICATIONS 


STANDARDS 


The first guide to organized specifi- 
cation writing for mechanical and 
electrical sources of buildings. The 


specification forms included are 
briefly and clea worded; all 
vague or generalized terms are 


eliminated, Standardized and well- 
defined abbreviations are used to provide the specification 
writer with a short-cut method for the composition of good 
specifications. 512 pages, 8" x 11", $10.00 


| SAVE! BUY BOTH VOLUMES TOGETHER FOR ONLY $22.50 
Send no money—Read FREE for 10 days 


REINHOLD PUBLISHING CORPORATION 
430 Park Avenue, Dept. MA 215, New York 22, N. Y. 


ite for ne» DESK BROCHURE on your professional letterhead. LEHIGH FURNITURE CORPORATION 16 east 53rd street, New York 22, N. Y. PLaza у-204ў 


Saint Joseph's 
Hospital Unit 
STAMFORD, CONN. 


Architect Francis L. S. Mayers 
Contractor F. D. Rich Company 


POMEROY ALUMINUM WINDOWS are made to take the daily test! 


Daily operation by hospital personnel necessarily places 
greater emphasis on the window and its construction. “ 
Pomeroy for 60 years has been recognized for extreme f 
exactness to specifications. The new Pomeroy aluminum 
windows (Double-hung* similar to the installation shown 
above or the Reversible, Fixed or Hinged types) are 
all eustom-built to meet our own high standards 
as well as the quality expected by our many clients 
in the building industry. 


* Balanced with UNIQUE, 
the world's most efficient sash balance. 


Consult with our window engineering and design staff for 
your next project—Hospital, School, Office or Commercial 
buildings of any size. 


S. H. POMEROY CO., INC, 25 BRUCKNER BOULEVARD, NEW YORK 54, N. Y. 


nousie- | үтү | РХ CUSTOM- ACOUSTICAL 
and HINGED SPANDREL CEILING 
manufacturers of HUNG PIVOTED BUILT 
трон | минон | COMBINATION | „к | SYSTEMS | SUSPENSION 
WINDOWS SYSTEMS 


FABRICATION IN ALUMINUM — STAINLESS STEEL and COATED STEEL 
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MODERN DESIGN 


This laminated roof is constructed of random 
thickness lumber, interlaced at the roof peak for 
additional sturdiness. Cantilevered over the 
supporting beam at the right, the structure is given 
both stiffness and pattern by the angled bracing 
atleft. Siding of rough sawn one-inch stock adds 
interest to the wall texture. 


For freedom of expression, specify lumber—the 
economical, ever modern design material, 

You and your client can depend on the West Coast 
species, Douglas fir, West Coast hemlock, 
Western red cedar and Sitka spruce. 


USES 


WEST COAST LUMBER 


One of many fine, modern homes designed by 

Van Evera Bailey, architect, A.l.A, His designs are 
noted for effectively combining livability and 

a sense of spaciousness, 


WEST COAST 
LUMBER 
Douglas Fir 

West Coast Hemlock 
Western Red Cedar 
Sitka Spruce 


WEST COAST LUMBERMEN'S ASSOCIATION 


1410 S. W. Morrison, Portland 5, Oregon 


Send for folder describing free literature 
available for your reference files, 
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It’s Brand New .. . 


. .. anew design dimension in metal 
pan acoustic ceilings — textured 
aluminum surfaces. 105 the new 
CEILECT line of the Simplex Ceil- 
ing Corp. conceived to put a new 
softness, new surface interest in 
metal pan ceilings. 


CEILECT textured aluminum panels 
are available in permanent, natural 
and color anodized finishes. Thev 
are square edged for almost invisible 
fine line joints and come in sizes 12^ 
wide by up to 36" long. 


For sample squares and literature 
send to Simplex Ceiling Corp., 552 
W. 52 St., New York 19, N.Y. 


r-SIMPLEX--: 
1 І 
" CEILING CORP. І 
4 552 WEST 52 ST., NEW YORK 19, N. Y. J 
1 Piease send me sample squares of CEILECT {| 
{ textured aluminum acoustical ceiling panels. ү 
{ Name 3 Det e 
§ Firm ; i 
Н I 
[ABI onerare o ras | 
! City Zon: State 

ped > LI 
Vat em ee ss ee ee eed 
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figures and formulae, including 
mortgage termination factors other 
than foreclosure, such as prepay- 
ment and the like, As a result of 
these and collateral studies, a com- 
forting conclusion is reached: “With 
reserves of over $200 millions as of 
December 31, 1954, the Mutual 
Mortgage Insurance System would 
be able to encounter a depression 
that would result in the foreclosure 
of 18.75 percent of the most recently 
insured mortgages, on which insur- 
ance is in force, to sell acquired 
properties at prices representing ap- 
proximately 60 percent of the costs 
of these properties to FHA, and to 
meet still its obligations as they 
mature.” 

After recommending that consid- 
eration be given to size of the loan 
as a “major variable" in FHA cal- 
culations, the authors reach an itali- 
cized verdict: “On net balance, it 
appears that the FHA calculation is 
based upon premises that should 
make adequate provision for contin- 
gencies of major depression magni- 
tude.” WILLIAM HURD HILLYER 


aspiration, inspiration 
Eric Mendelsohn, Arnold Whittick. 
F. W. Dodge Corp., 119 W. 40 St, 
New York, N. Y., 1956. 
illus., $9.85 


219 pp., 


This reviewer met Erie Mendelsohn 
during the first years of the last war. 
He had recently come to this country 
to stay, and he was about to make a 
fresh start. 

At that time one could rightly 
admit that his past career had been 
definitely great; on the face of 
things, one would also readily admit 
that his great career was definitely 
passed. 

He did make another and success- 
ful start; he had previously done the 
same after leaving his native Ger- 
many, in England and, later, in 
Palestine. From that time until his 
death in 1953, his work equaled and 

(Continued on page 958) 


Do fasteners become a source of nagging 
annoyance to the user after your job is 
finished? 
The way door knobs, cabinets, fixtures, metal 
window frames and other built-ins hold, has a 
lot to do with the user's satisfaction. For you, 
it may mean а boost-up in your professional 
reputation, 
There's a sure and easy way to leave pleasant 
reminders in any building project that calls 
for screws or bolts. . . . Specify the use of 
fasteners made in the U. S. A. or bettor still, 
jus! specify "Fasteners by Southern", We 
make all the screws we sell— 

* of the finest metals 

© to rigid specifications 

* in wide range of styles, finishes 

and sizes. 


Write today for the story about Southern 
Screw Company, to Box 1360-PA, Statesville, 
North Carolino. 


SCREW 


COMPANY 


Wood Screws 

Machine Screws & Nuts 

A & B Topping Screws 
Wood & Type U Drive Screws 
Stove Bolts 

Roll Thread Carriage Bolts 
Hanger Bolts 
Dowel Screws 


Warehouses: 
NEW YORK * CHICAGO * DALLAS * LOS ANGELES 


Sold Through Leading Wholesale Distributors, in 
leading Hardware and Building Supply Stores. 


am _ „ш 
AMARLITE 
REBEL. 


Amarlite’s new 
Standard Doors and Frames 


Panel Doors d 

Wi Bee Eee om a Series E ALUMINUM ENTRANCES 
Supplemental Hardware 1011 z | 

Modifications to Doors and Frames 11-16 

Panic Exit Doors ии " * i represent another advance 

Wind Load Charis 17-20 
Stock Shapes in a product 

Specifications 

that has long been considered 


CATALOG NO 1057 


the pacemaker 


d of the entrance industry... 


ALUMINUM ENTRANCES 


this year, 
the introduction of 


Amarlite Resilient All-Extruded 


ALUMINUM STORE FRONTS 


has established 
new standards of beauty, 
uniformity 


and engineering precision 


ALUMING: TORE FRONT 
MEUM = = in commercial exteriors, 


RESILIONT ALI-DXTRUDED CONSTRUCTION 
A complete Line of store front morni to matot 


AMAREITS Aluminum intrances 


We'd like to send you two new comprehensive catalogs 
covering all components in Amarlite Entrances and the Amarlite Store Front line. To get your copies, just send 
your name and address to Dept, L, American Art Metals Company, 431 Highland Ave., N.E., Atlanta, Georgia. 


r 


ER PY 


| 


The new line 
of classic simplicity 


Qualified letterhead inquiries invited for 
O Holiday O Other Vista 
О Costa Mesa Office Furniture 


Vista Furniture Co. 
1040 North Olive Street, Anaheim 25, Calif. 


NAME 


тт 


COMPANY 


‘STREET 
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(Continued from page 256) 


possibly excelled his past great work. 
His reputation and standing, insofar 
as they are great, are uncommon; 
and insofar as they are uncommon, 
are permanent and. secure. 

The present volume is generously 
illustrated with photographs and 
drawings. The Mendelsohn sketches 
and drawings are a sound source of 
architectural aspiration and inspira- 
tion. 

This book completes a partial 
biography by the same author, pub- 
lished in 1940: it presents the full 
story of unusual ability, high artistic 
accomplishments, and the final at- 
tainment of immortality as architect 
and man. LAWRENCE E. MAWN 


notices 


new addresses 


ABUGOV & SUNDERLAND, Architects- 
Consulting Engineers, 909 15 St., 
S. W. Calgary, Alberta, Canada. 


JOSEPH L. CoGGAN, Architect, 1444-A 
Gulf-to-Bay Blvd., Clearwater, Fla. 


SCHEINER & Swit, Architects (suc- 
cessors to Edwin Kline), 134 Middle 
Neck Rd., Great Neck, N. Y. 


HELGE WESTERMANN, Architect, 113 
West 57 St., New York, N. Y. 


PERCIVAL GOODMAN, Architect, 1860 
Broadway, New York, N. Y. 


PAUL SCHWEIKHER, Architect, 5935 
Fifth Ave., Pittsburgh, Pa. 


THOMAS F. WRIGHT, Architect, Box 
108, W. Sand Lake, N. Y. 


CHARLES W. HOEFLING, Architect, 
1006 Third Ave., New Brighton, Pa. 


SEYMOUR A, GOLDSTONE, Architect, 
33 Great Neck Rd., Great Neck, N. Y. 


GEORGE DouGLAS BOOTH, Architect- 
Engineer, 40 Homochitto St, Nat- 
chez, Miss. 


GEORGE G. PEARLMAN, Architect, 201 
Wellington Rd., Buffalo, N. Y. 


this couldn't 
have happened... 


if the plans 
had called tor 


KILLARK 


electrolets 


the all-aluminum 
electrical fittings 


W Entrance 
fittings 

W Flush switch 
fittings 


Wi Conduit bodies 


E Vapor-proof 
fittings 
and fixtures 

W Explosion-proof 


fittings and 
fixtures 


E Dust-tight 
fittings 
and fixtures 


Wi Explosion-proof 
plugs and 
receptacles 


E Outdoor 
lighting 
fixtures 


PF 


ELECTRIC MANUFACTURING CO. 


ADJUSTABLE 


DRAMATIC COMBINATIONS OF 
ADJUSTABLE and FIXED LOUVERS 


Deliver Solar Control and Impelling Impression-response , PLANTER AREA 


This installation suggests the almost endless number of 
effects possible with Lemlar Solar Control Louvers. 
Towering hollow metal vanes lend a feeling of size, strength 


and security to this financial institution. Top and bottom 

louver sections are stationary and embellish blank wall. L EM LIR 
Mid-sections automatically adjust, via solar time controls, aid. 

to remove solar heat load peaks on the windows behind Zm L 0 UJ y E R $ 
them, and provide glareless natural lighting in the offices. 


Savings in air conditioning actually make Lemlar installations 
cost-free on most buildings! 


LEMLAR MANUFACTURING CO. 
P. О. Box 352-P5, Gardena, Cali: 
First Federal Savings and Loan, Alhambra, California. 


Designer: Bank Building and Equipment Company, St. Louis, Missouri. 


Builder: Steed Brothers, Alhambra, California. 


SEE SWEET'S ARCHITECTURAL FILE, 19E, LE; INDUSTRIAL FILE, 7F/LE; OR WRITE FOR 1957 CATALOG AND FURTHER DETAILS ON AIR CONDITIONING ECONOMIES. 


May 1957 259 


Precast concrete frame erected in 9 working days! 


Placing prestressed spandrel beam 28’ x 36" x 18" at new Albert 
Godde Bedin, Inc. plant, Depew, N. Y. Precast columns shown are 
24' x 14* x 14". 


Frontier Dolomite also manufactured the concrete block for the 
exterior walls. Blocks were made with Lehigh Air-Entraining Cement. 
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* The entire frame of this industrial plant in Depew, 
N. Y.—with a total floor area of 25,617 sq. ft.—was 


erected in 9 working days. 


Such fast work resulted from the use of prestressed con- 
crete beams, floor and roof channels and precast columns, 
precision made by Frontier Dolomite Concrete Products 
Corporation, Lockport, N. Y. 


IN THE MANUFACTURE OF THESE PRECAST UNITS, Lehigh 
Early Strength Cement and steam curing were used to 
achieve maximum production efficiency and economy. 
The concrete reached 3500 PSI in 12 hours, permitting 
removal of units and re-use of forms in /ess than half the 


time required with regular portland cement. 


This is typical of the advantages of Lehigh Early Strength 
Cement in modern concrete construction. 


Owner: Albert Godde Bedin, Inc., New York City 
Architect : John R. Weber, New York City 


Engineer: Freyssinet Company, Inc. 
New York City 


Contractor: George W. Walker & Sons, Inc. 
Buffalo, N. Y. 


* LEHIGH EARLY STRENGTH CEMENT | 

* LEHIGH MORTAR CEMENT = 

* LEHIGH PORTLAND CEMENT 

+ LEHIGH AIR-ENTRAINING CEMENT M ce 


LEHIGH PORTLAND CEMENT CO. 


Allentown, Pa. 


Wood screeding prestressed double tee, 42’ long, 4’ wide, 14" deep, 
at Frontier Dolomite plant. 


| Built-In Savings for 
_ First National Bank with 


ALUM, ~ 


| ALUM 


OW HEAD 


First National Bank, Old Canton Rood Branch, Jackson, Miss. Architect — Jay T. Liddle, 
Owner of Building — E. E. Morgan Contractor — Southeastern Construction Co 


BROWN & GRIST 
WINDOW WALLS 


SAVINGS IN CONSTRUCTION TIME. When a | 


contract is let, everyone from owner to builder is in a 


| hurry. That’s why the architect specified Brown & 
| Grist Window Walls for First National's new Canton 
ШЕ | | S Road Branch bank. He knew from experience that 
WINDOW SILL the order would be promptly delivered. And he knew 
how B & G window walls would go up—2 stories at 


a time—with the speed and ease of pre-fabs. 


SAVINGS IN INSTALLATION COST. B & G window 

walls are low in cost—high in quality and strength. 

Small crews can put up more wall footage in less time 

with economical B & G units. That cuts costs 

well below old style masonry construction. 

Chil Actually this wall was erected in less than seven hours 

MULLION 
4 


. +. erection cost, six cents per square foot. 


LONG RANGE SAVINGS, TOO. Handsome, durable 
B & G window walls need practically no maintenance. 
And when the time comes for enlarging a building, 

| cEMESTO the panel units come down easily and can 

| BOARD be reused in the new construction. 

L^ 


WINDOW SILL 


TAKE ADVANTAGE OF REAL SAVINGS with this 
new type wall construction. Write or wire today for full 
details. Brown & Grist engineers will work closely 

with you to meet your specifications. 


See Sweet's Vol. 17 a/BR and 3 a/Br 


BROWN & GRIST, INC. 


25 Tyler Ave. Warwick, Va. Phone 8-1559 
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p/a jobs and men 


situations open 


ARCHITECTS, GRADUATES & DRAFTSMEN— 
midwestern office specializing in school de- 
i xcellent opportunities for professional 
on and growth. Group hospitaliza- 
tion and other benefits, Please submit com- 
plete personal information including training, 
experience, marital status, military status and 
recent snapshot. Box 483 PROGRESSIVE AR- 
CHITECTURE. 


ArcHITECTs—immediate openings for archi- 
tects and architectural draftsmen with 3 to 
5 years experience, State age, education, 
references, experience, availability and salary 
expected in first letter. Marshal Brown, 
Architects and Engineers, 1016 Baltimore, 
Kansas City, Mo. 


ARCHITECTURAL DESIGNER—must be excep- 
tional in design and planning. The position 
offers a real opportunity to an experienced 
yet up and coming architectural designer 
who can handle institutional, commercial or 
industrial design. Location is in Michigan. 
Box 484, PROGRESSIVE ARCHITECTURE. 


EXPERIENCED ARCHITECTURAL DRAFTSMEN 
wanted by firm of excellent reputation in 
rapidly growing southwestern U. S. A. Work 
includes government and institutional build- 
ings, commercial and industrial buildings, 
residences and churches. Three years practi- 
cal experience essential, college degree not 
essential. State age, education, experience, 
marital status and starting salary, also send 
recent photo or snapshot. Louis G. Hesselden, 
AIA, Architect, 213 Fourth SW or P. O. Box 
803, Albuquerque, New Mexico. 


Advertising Rates 


is Five Dol- 


Standard charge for each uni 
words. In 


, With a maximum of 
counting words, your complete address (any 
address) counts as five words, a box number 

three words, Two units may be pur- 
chased ten dollars, with a maximum of 
100 words. Check or money order should 
accompany advertisement and be mailed to 
Jobs and Men, c/o Progressive Architecture, 
430 Park Avenue, New York 22, N. Y. 
Insertions will be accepted not later than the 
lst of the month preceding publication, Box 
number replies should be addressed as noted 
above with the box number placed in lower 
left hand corner of envelope. 


ARCHITECTURAL ENGINEER—for structural 
design in office of progressive structural en- 
gineer. All types of interesting design, includ- 
ing shell structures. Excellent working con- 
ditions in new, air-conditioned office building. 
Recent graduates with at least two years ex- 
perience preferred. Ketchum and Konkel, 


Consulting Engineers, 1090 Fox Street, 
Denver 4, Colorado. 
OpportUNITY—is presented for qualified 


architect experienced in client contact and 
with administrative ability to form early 
partnership with long established firm in pro- 
gressive area of southeast. Reply in strict 
confidence. Box 485, PROGRESSIVE ARCHI- 
TECTURE. 


WANTED—architect to teach in a two year 
post high school architectural drafting pro- 
gram. Write or call Jon P. Adams, Ferris 
Institute, Big Rapids, Michigan. 


situations wanted 


ARCHITECT—31, B. Arch; registered; mar- 
ried; family. Capable of performing all 
services of the profession. Serving as Air 
Force officer with responsible architectural 


engineering position. Desire responsible 
position offering permanent future in mid 
or northwest states. August availability, Best 
references. Box 486, PROGRESSIVE ARCHI- 
TECTURE. 


ARCHITECT—master and doctorate; married; 
family; desires university post. Wide cul- 
tural background. Professor and lecturer at 
English and Canadian universities. English 
training including pedagogy. Office experi- 
ence from restoration ancient buildings to 
contemporary work. Would consider key 
office position if prospects encourage origi- 
nality. Details on request. Вох 487, PRO- 
GRESSIVE ARCHITECTURE, 


ARCHITECT—33, registered two midwest 
states, IN.C.A.R.B. certificate, eight years 
experience in top offices doing all phases of 
work in all building types; desires position 
of responsibility and authority with firm 
doing quality work and demanding superior 
workmanship. Box 488, PROGRESSIVE ARCHI- 
TECTURE. 


ARCHITECT—42, degree, 17 years office and 
field experience, supervision of drafting of- 
fice, diversified building types; housing, 
schools, commercial and industrial. High 
quality designer, able administrator and super- 
visor; seeks position of responsibility on as- 
sociate basis. East coast, preferably Florida. 
Box 489, PROGRESSIVE ARCHITECTURE. 


ARCHITECT—N.C.A.R.B., 40, desires position 
of responsibility and opportunity. Presently 
department head for New York architect- 
engineer. Experience airports, military, in- 
dustty, commerce. Supervision of 22 de- 
signers and draftsmen. Previously in private 
practice, Will consider industrial position or 
overseas. Family living conditions important. 
Box 490, PROGRESSIVE ARCHITECTURE, 


(Continued on page 266) 


Model 50R81, 50 KW, 120/208 volt AC. 
Remote starting. 
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KOHLER ELECTRIC PLANTS 


Specify for vital protection 


before a power failure emergency 


Storms or accidents may cut off central station 
power for days. Kohler stand-by electric plants 
take over critical loads automatically. Cost is 
often less than losses caused by a single power 


failure. 


Food stores need Kohler plants for frozen food 
merchandisers, meat coolers, heating and lighting 
systems; hospitals for operating room and other 
essential lighting, nurses' call bells, and electrical 
equipment vital to patients' care. They prevent 
hazards of sudden darkness in schools, stores, 
theatres — and costly interruptions in hatcheries, 
greenhouses, countless enterprises. Civil defense 
units need them for first aid stations, fire and 
rescue trucks, mobile hospitals. Write for specifi- 


cation data 14-D. 


Kohler Co., Kohler, Wisconsi 


. Established 1873 


KOHLER or KOHLER 


PLUMBING FIXTURES • 
AIR-COOLED ENGINES 


HEATING EQUIPMENT • 


ELECTRIC PLANTS 
PRECISION CONTROLS 


Entire system is only 
five inches deep 


Slab and matt-faced 
board minimize heat loss 


Perforated steel deck is 
easy to clean and paint 


Local labor can assemble 
the entire roof system 


Costs less than conventional 
roof-ceiling systems 


Entire assembly weighs 
less than 9 psf 


Waterproof built-up roof 


Steel mesh reinforces 
insulating concrete fill 


Firesafe concrete slab 
cuts insurance costs 


Conduits can run in any 
direction in deck 


Hard-faced acoustic deck 
won't rip, dent, tear, sag 


Beams can be steel, timber 
or precast concrete 


5-INCH SYSTEM. A suspended ceiling system GOOD ACOUSTICS. Tests conducted by Riverbank Acoustical Laboratories indicate that Structur- 
usually requires 16" to 20° in depth. Only Acoustic system with 234" slab provides Noise Reduction Coefficient of .80. Clean, corrugated 


5' deep, the Structur-Acoustic system saves underside of Structur-Acoustic reflects light, can be painted to matching color scheme. Hard 
11” to 15” in wall height, saves thousands of surface won't dent, stays attractive. Heat loss is kept to minimum with U factor in excess of 
dollars in materials and labor. 0.14. Firesafe system protects both building and contents, helps reduce owner insurance costs. 


A new combination of building materials, the Structur-Acoustic roof 
NEW STR UCTU R-ACOUSTIC system eliminates suspended ceilings, offers one-third more roof for 
your dollar than conventional school roofs with similar features. Heart 
of the system is Structur-Acoustic—a galvanized, corrugated, perforated 


DECK MAKES 5-INCH ROOF steel sheet that weighs only 2 psf. Strong but lightweight, these high- 


tensile, tough-temper steel units are easy to handle and place, form a 

SYSTEM POSSIBLE firm structural deck for the ceiling-roof assembly. Entire system can 

be assembled by local labor—no bulky prefabricated assemblies to 

ship long distances at high freight rates. For schools, one-story offices, 

EASY TO ASSEMBLE, USES LOCAL LABOR factories, stores—wherever sound control is desirable. For more infor- 
mation, contact Granco home or district office, ATTN: Depts P-75. 


See our 
catalogs in 
Sweet's 
Architectural and 
Industrial Files 


GRANCO® STEEL PRODUCTS COMPANY 


A subsidiary of GRANITE CITY STEEL COMPANY 
6506 N. Broadway, St. Louis 15, Mo. Executive Offices: Granite City, Ш. 


DISTRICT OFFICES: St. Louis « Kansas City • Cincinnati Dallas « Chicogo 
Minneapolis « Atlanta • San Francisco 


Distributors in 80 principal cities 


aming you specify 


CORRUFORM Ri GRANCO TUFCOR STRUCTUR- 
wr S ROOF DECK » ACOUSTIC 
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Just Publishe 
Contemporary S 


REINHOLD 


Order now 
for 10 day’s 
Big 11" x 11" FREE 


96 illustrations, б ` 
19 in sparkling color examination 


Cloth bound 
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d! An Unparalleled Book on 


hool Architecture 


All the color and beauty of the contemporary 
school building is captured in this magnificent new book. 
It shows how the architect must fashion a tool for the 
teacher. How he must create the atmosphere, the envi- 
ronment that contributes most to the full growth of 
each child’s mental, physical and spiritual potential. 
Through more than 95 illustrations, 19 in sparkling 
color, you travel to-some of the most significant schools 
in this country, guided by the brilliant text of Lawrence 
B. Perkins, one of contemporary architecture’s most 
prolific practitioners and articulate exponents. 

There has never before been a single work on school 
architecture like this. It is like a primer—clear, concise 
and to the point. Its exciting narrative and splendid 
pictures will stimulate your discussions with educators 
and school board members. 


REINHOLD PUBLISHING CORPORATION, Dept. MA 198 
430 Park Avenue, New York 22, N. Y. 


Please send me a copy of WORK PLACE FOR LEARNING on approval. 
I will either return the book within 10 days, and owe nothing, or will 
remit $4.00 plus postage. 
NAME. 
ADDRESS 
CITY. ce ZONE. STATE 


Check here if you enclose $4.00, in which case 
[m] SAVE POSTAGE! we pay postage. Same return privileges, naturally. 


BUILDING 


WISELY" 


A KENTILE, INC. 
FILM TO 


To help increase public knowledge of architectural 


services, Kentile, Inc. has produced a full-color, educa- 


BROADEN PUBLIC 


tional film, “Design for Building Wisely.” 


This 5-minute, non-commercial film was supervised by AWARENESS 


the American Institute of Architects, approved by 
the National Congress of Parents and Teachers, and the 
National Federation of Women's Clubs. It shows the OF THE 
help an architect can give a prospective homeowner 


from initial planning to final construction. SERVICES OF 


Currently, the film is being distributed to TV stations 


THE ARCHITECT 


for use on their Women's Home, Interior Decorator and 
Farm shows. The A. I. A. is also arranging with local 


chapters to show the film to their members. 


If you, or any group in your area, would like to show 
this film, prints may be obtained at no cost by writing to 
Kentile, Inc., 58 Second Ave., Brooklyn 15, N. Y. 


A SERVICE TO ARCHITECTS FROM 


KJENT] Ек о/ О] К] 5, 


AVAILABLE IN SOLID VINYL + VINYL ASBESTOS + CUSHION.BACK VINYL . RUBBER +» CORK AND ASPHALT TILE... OVER 150 DECORATOR COLORS! 
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JOBS AND MEN 


(Continued from page 262) 


ARCHITECT—private practice in Ohio for fif- 
teen years. An associate in large office tor 
five years, Varied experience in educational, 
industrial and commercial work. Desires 
formation of partnership with architects or 
engineers. Could handle all phases of office 
practice, stressing design and delineation. 
Box 491, PROGRESSIVE ARCHITECTURE. 


SPECIFICATIONS WRITER—rapid, dependable, 
concise. Long experience, including field 
Supervision, Expert service, schools, indus- 
trial, hospitals, multi-story, public buildings 
Check working drawings. Know construc- 
tion. Now employed. Preference: vicinities 
Chicago, New York, Philadelphia. Appreci- 
ate interview without obligating you. Box 
492, PROGRESSIVE ARCHITECTURE. 


ARCHITECTURAL DRAFTSMAN—29, married, 
two children, degree, 8 years office experience 
developing working drawings from prelimi- 
naries of schools, churches, hospitals, resi- 
dences, warehouses, commercial and recre- 
ational buildings. Supervise construction and 
client contact, Desire position with firm in 
mid-west; however, will consider other loca- 
tions. Detailed information upon request 
Box 493, PROGRESSIVE ARCHITECTURE. 


ARCHITECT'S SUPERINTENDENT-—on construc- 
tion, with ten years experience as such and 
prior long experience in feld engineering 
and as superintendent of construction, desires 
work in the east within 100 miles or so of 
New York City. Box 494, PROGRESSIVE 
ARCHITECTURE. 
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I Witt RELOCATE—anywhere in the U. S. 
or overseas for a firm offering a challenging 
position at the junior level doing good, con- 
temporary architectural work. I am single, 
hold an N.C.A.R.B, certificate, with 9 years 
experience in all phases of general practice. 
Box 495, PROGRESSIVE ARCHITECTURE. 


Cost ENGINEER—professional, wide experi- 
ence, will prepare complete budget estimates 
from outline plans on any kind of structure, 
equipment and mechanical items. Box 496, 
PROGRESSIVE ARCHITECTURE, 


FREE LANCE SPECIFICATIONS—expert, rapid, 
dependable service on schools, industrial, 
hospitals, multi-story, public buildings. Serv- 
ing vicinities Chicago, Detroit, Philadelphia, 
New York and southeastern states. Charges 
commensurate with high quality service and 
size of work. Work can be done at your 
office if size warrants. Box 497, PROGRESSIVE 
ARCHITECTURE 


miscellaneous 


ARE You REPRESENTED IN FLORIDA? 
Graduate engineer with well organized sales 
office in Tampa area would like to represent 
one additional industrial account in the state 
of Florida. Present contacts are with O.E.M. 
accounts and industrial distributors. Will 
handle your account on commission or re- 
tainer basis. Box 498, PROGRESSIVE ARCHI- 
TECTURE, 


ARCHITECTURAL SCALE MODELS—models to 
scale from architectural or engineering draw- 


Here’s How to 


ings executed in a fine detailed manner. 
Estimates given prior to acceptance. Crating, 
topography and sundry items included in esti- 
mates. Reply in detail to: Tu-Ke Models, S. 
Tuba—T. Kearin, 1290 Waring Avenue, 
Bronx 69, New York. 


ARCHITECTURAL & DESIGN PERSONNEL 
AGENCY—a personalized placement service 
for top-level architects, designers, engineers, 
draftsmen, estimators, and interior designers; 
selective contacts arranged in a confidential 
and professional manner, Interviews by ap- 
pointment. 58 Park Avenue, New York, 
Murray Hill 3-2523. 


CAREER BUILDERS PLACEMENT SERVICE—for 
Architects, Architectural Designers, Interior 
Designers, Industrial Designers, Draftsmen 
and Office Personnel. Interviews by appoint- 
ment. PLaza 7-6385, 35 West 53rd Street, 
New York 19, N. Y. 


HELEN HUTCHINS PERSONNEL AGENCY— 
Specialist Architectural, Industrial, Interior, 
Design; Decorative Arts and Trades; Home 
Furnishings Field. Architects, Designers, 
Draftsmen, Administrative Personnel. Inter- 
views by appointment, 767 Lexington Ave., 
New York 21, N. Y. TE 8-3070. 


INTERIOR DECORATION. HOME STUDY—An- 
nouncing new home study course in Interior 
Decoration. For professional or personal use. 
Fine field for men and women. Practical 
basic training. Approved supervised method. 
Low tuition, Easy payments. Free booklet. 
Chicago School of Interior Decoration, 835 
н Parkway, Dept. 3045, Chicago 14, 
ш. 


Heating? Cooling? 
Air Conditioning? Process? 


Get the RIGHT Answer to your 
HEAT-EXCHANGE PROBLEMS 


The right ratio of surfaces — the right materials — the right velocities 
— the right proportion between coil area and depth . . 


. there are 


dozens of factors that affect the efficiency, maintenance and service 


life of heat-exchange coils. 


For best performance in your own application, the practical 
approach is to take full advantage of the unequalled engineering, 
research and design skill—the unequalled manufacturing and testing 


facilities — which Aerofin offers you. 


To get the right answer — ask the Aerofin man. 


EROFIN CORPORATION 


101 Greenway Ave., Syracuse 3, N. Y. 


Aerofin is sold only by manufacturers of nationally advertised fan system apparatus. List on request. 


Ws ССА au Ue УА CA /7, Wt. Q 
рец — THE RIGHT LIGHT 


When you never know just what the light level should be — until you try 
it when the light level should change to match an occasion or to meet 
a mood ... then you should specify LUxTROL light control equipment. 

'The dimming, brightening, blending of light is no longer the monopoly of 
the auditorium. It has made "'off-on" lighting not only old fashioned but 
also uneconomical. 

“All-level” lighting is making money for restaurants, cocktail lounges, 
hotels, stores — wherever people gather and the right mood or the right 
appearance can increase the money they will spend. 

Light control has become the fourth dimension not only of the interior 
decor but also of the merchandise. 

LUXTROL light control equipment can be used on incandescent, fluo- 
rescent and cold cathode lamps. In the complete line are units to meet all 
requirements from 360 to 30,000 watt loads. Send coupon below for more 
information on sales possibilities for LUXTROL light control equipment 


Light Control Equipment 


JUST DIAL THE RIGHT 


THE 


COMPANY 


AMOUNT OF LIGHT FOR: 


ign 


LUNCH, COCKTAILS, DINNER i 


e E. а precision product of 


SUPERIOR ELECTRIC 


4p 


Company. 


Interlocking Types 


Street 


prices. 
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professionals 


Reach for a Venus drawing pencil.,.and 
get the clearer, consistent, precision line 
blueprint and drafting work demands. 
The lead in all 17 degrees of Venus draw- 
ing pencils is homogenized by the exclu- 
sive Venus Colloidal Process. Result; 
sharper prints , .. smudge-free tracings. 
Clean erasures are easy to make, 

And because Pressure-Proofing seals 
the lead to the wood along its entire 
length, the Venus is stronger, holds a 
needle point longer. See why Venus sets 
the standard for fine drawing pencils. 
Also try Venus Refill drawing lead that fits 
all holders. 

SEND FOR the Venus Technical Test 
Kit. State degree wanted—also choice of 
pencil or refill lead. 


=s VENUS 
fanera drawing pencils 


Pencils & Pens 
OVENUS PEN & PENCIL CORPORATION, HOBOKEN, N. J. 


Lad 
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Modern Stage Design — 
a Job for Specialists 


Take the Dade County Auditorium, Miami, Fla., for 
example. The electronically controlled Multo-Form 
contour curtain, designed and installed by J. R. 
Clancy, permits an infinite variety of openings. Con- 
tours for the entire show are programmed in advance. 

Similar complicated design and construction prob- 
lems were successfully solved by Clancy in the 
revolving stage which operates at 8 speeds in both 
directions—in the smooth-operating orchestra and 
console lifts—in the mammoth steel-frame asbestos 
curtain—in the gridiron whose 425 blocks carry 
78,000 feet of steel cable and support as much as 
35,000 pounds of weight. 


Such factors as safety, economy of space, sim- 
plicity of structural design, trouble-free operation, 
low maintenance and operating costs, easy flexibility 
to meet all present and future needs of the stage— 
these require the utmost in design and construction 
knowledge. 

Take advantage of Clancy’s proved service. You 
can’t get equal engineering, manufacturing and rig- 
ging know-how anywhere else, 


W orld’s Largest Designers, Manufacturers and 
Riggers of Mechanical Stage Equipment 


NO JOB 
TOO LARGE 
NO JOB 7 
TOO SMALL i ie 
WORLD WIDE ‘il ht 
SERVICE 1020 W. BELDEN SYRACUSE 


возавааававаз ае 
Неге, No. 66 expansion casing 
bead provides permanent 
separation between 
acoustical-plaster ceiling 

and sanded-plaster wall. 


What's Milcor Casing Bead 
doing at the ceiling? 


Here it's providing a sharp, permanent line of 
demarcation between an acoustical-plaster ceiling and 
a sanded-plaster wall. It shows one of many new 
uses for Milcor Casing Beads. 


T 


dg 


NO. 66 
SHORT FLANGE 


Architects are finding that casing bead's ( Aog 
versatility makes it the perfect answer wherever Eg 


NO. 60 
SHORT FLANGE 
C xe 
ak 


NO. 138 
SHORT FLANGE 


a neat plaster terminal is desirable — places that 
require (1) The permanence of steel; (2) Resistance 
to fire and impact. 


Milcor Casing Bead is available in a variety of 
styles — in solid- and expansion-wing types. 
See them in the Milcor Manual in Sweet’s — 
Section 12a/In. Or write for Catalog 202. | за 


NO. 66 
EXPANSION 


MiIEZCOR CASING BEAD 


=| 
NO. 60 
EXPANSION 
INLAND STEEL PRODUCTS COMPANY C oa% | 
Ш> vent. «мә west Burnham Street, Milwaukee 1, Wisconsin 3 ; 
ATLANTA © BALTIMORE è BUFFALO © CHICAGO e CINCINNATI ¢ CLEVELAND e DALLAS è DENVER ө DETROIT FLUR 
ML-4 KANSAS CITY * LOS ANGELES è MILWAUKEE € MINNEAPOLIS è NEW ORLEANS è NEW YORK * ST. LOUIS. EXPANSION 


( Yoa% | 
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for the whitest white 


Номе at Glencoe, Illinois, Designed by Jerome Robert Cerny, Lake Forest, Illinois 
Painted with Cobol's DOUBLE- WHITE 


that stays white... 


Long a favorite with architects, home-owners who 
wanta brilliant, lasting, non-gloss white paint for ex- 
terior wood and masonry, Cabot's DOUBLE-WHITE 
offers these important advantages: 


@ gives a soft, velvety non gloss finish 
@ leaves no brush marks 


@ self-cleaning — keeps its fresh white 
appearance 


€ not discolored by fumes or gases 
@ hides most surfaces with one coat 


e made by Cabot's patented Collopaking 
Process 


€ combined penetration — oil and pigment 
stay together 

è non-toxic — contains no lead 

Aqualty produs fr, Cabot Laboratories 


метал (9 chemists since 1877 
km 


Haul bekt 


Write today for The White Book 


SAMUEL CABOT INC. 
528 Oliver Building, Boston 9, Massachusetts 


Pleose send The White Book 
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speci ў x C abots 


KLIEGL ^ —> 
PINHOLE DOWNLIGHTS 
for Perfect Picture Lighting 


These unobtrusive flush-type ceiling 
fixtures are equipped with an objective 
optical lens system and framing shut- 
ters which permit adjustment of beam 
spread and shape to illuminate any size 
picture. 

Provides sharply defined, concen- 
trated light over the particular area to 
be illuminated. Simple adjustment . . . 
easy to relamp . . . angular models 
shown. Available also in vertical mod- 
els for table lighting— Complete details 
on request. 


Send for Architectural Lighting Catalog A-11. 


KLIEGL BROS 


Ligh ting 


321 West 50TH STREET, NEW YORK 19, N.Y 


MONDAWMIN SHOPPING CENTER 
BALTIMORE, MARYLAND 

ARCHITECT: 

Fisher, Nes, Campbell & Associates 

Boltimore, Maryland 


ROOFING CONTRACTOR: 
Warren-Ehret Co. 
Baltimore, Maryland 


a oe 


On the new Mondawmin Shopping Center . . . 


RUBEROID BUILT-UP ROOFING 


Will assure years of trouble-free service 


Whatever your roofing need, there's a Ruberoid 
specification to fit the job. On the new Mondawmin 
Shopping Center in Baltimore, for example, two dif- 
ferent roofing specifications were used. Tested and 
proven on many buildings over the years, Ruberoid 
specifications are engineered to fit the job require- 
ments precisely. 


1. The main roof area of 1,316 squares was built 
up of Ruberoid Special Bitumen and Air-Vent 
Asphalt Felt, Specification 203A. Special 
Bitumen's formula means superior roof perfor- 
mance under any weather conditions, 


2. For the 902 squares of parking deck area, a 
Ruberoid specification of coal tar pitch and 
tarred felt was used under the concrete surfacing. 


With all Ruberoid Built-Up Roofs, rigid manufac- 
turing standards assure uniform quality on every 
square and more years of trouble-free service for 
your roofing dollar. 


Consider the advantages of Ruberoid products for 
your next built-up roofing job. No matter what 
problem may be involved, there’s a 
Ruberoid specification engineered to fit the 
job—ask your Ruberoid Approved Roofer. 


Asphalt and Asbestos Building Materials 
The RU BE RO Co. 500 Fifth Avenue, New York 36, N. Y. 
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SHADE AREAS 


STEPS ARE FOR STEEP SITES 


JQVHS JOJ ЗУУ 53331 


GARDENS 
: ae bs Pepe 


GARDENS 


A Modern Concept of Garden Planning 


An invaluable book for the practicing architect, designer 
and builder because it helps in understanding the importance 
of good site planning 

Since the modern architect rev 


sed the house on its lot, a 
new concept of indoor-outdoor living has arisen, forcing the 
landscape architect to scrap a lot of his ideas. 

You will see from the many gardens included in the book 
how the author is at once the product and the leading ex- 
ponent of this revolution. 

Whether they are small town garde large country 
gardens, or remodeled gardens for old hou they all have 
an identity with modern architecture: simplicity, informality, 
usefulness and economy. 

You will be inspired by the many wonderful garden details 
like fences, steps, seats, pavements, swimming pools play 
space for children, eic. 

You will marvel at Church's application of perspective by 
means of curves and zigzag lines, making the gardens come 


alive even in small spaces. 

Through the book's many pictures, you will absorb without 
any effort the design principles used to make the garden fit 
the plot as well as the owner and to make it an esthetic 
experience to live in. 
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THOMAS р. CHURCH 


ONILNW1d Od чу 54315 


The Author 


THOMAS D. CHURCH, America's foremost landscape archi- 
tect has been designing and installing gardens for the past 
20 years all over the United States, Central America and 
Europe. His gardens have been described as "outdoor 
rooms," logical and integrated extensions of the house itself 
and designed on the b: of what the family needs rather 
than what they think they ought to have. 


256 pages, 600 illustrations, many in beautiful color. $10.00 


REINHOLD PUBLISHING CORP. 

Dept. MA-214, 430 Park Avenue, New York 22, N. Y. 
Please rush me “Gardens Are For People" for 10 da 
tree examination. After 10 days І will either send you $10. 
plus shipping charge or I will return the book and owe nothi: 


NAME ... 


SAVE MONEY! Enclose check now and we will pay shippi 
charges. Same return privilege — refund guaranteed. Ple. 
include 375 sales tax on N.Y.C. orders. 


Chrysler Stamping Plant, Twinsburg, Ohio 


Chrysler uses Lexsuco roof construction 
for assured plant fire protection 


The forward thinking Chrysler Corporation is using 
a Lexsuco Roof consisting of flame-resistant 
Koroseal* Vapor Barrier and Non-flammable 
Lexsuco Adhesive R 907 T to protect the new 

34 acre Chrysler Stamping Plant in Twinsburg, Ohio. 


Tested and approved by Factory Mutual, Lexsuco 
Roofing eliminates the use of flammable asphaltic 
materials between the roof deck and insulation. 
Lexsuco materials will not feed a fire, 

will not spread a fire... And Koroseal Vapor 


Barrier will protect the insulated built-up 
roof from the damage of moisture migration. 


When Lexsuco Fire-Retardant Roof Constructions 
are used, the need for automatic sprinklers 

is often predicated on occupancy requirements. 
Even when required, fewer sprinklers 

or a lower insurance rate is a possibility. 


Protect the building you design from fire and 
moisture. Always specify Lexsuco Fire-Retardant 
Roof Constructions. There are no “ог equals". 


*T.M. В. Е. Goodrich Company 


FOR BROCHURE WRITE TO: 


LEXSUCO, INCORPORATED, Dept. PA5-7 
4815 Lexington Avenue 
Cleveland 3, Ohio 


Nome ond Title 


Firm Name. 


Address 
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3-ft. section of Van-Packer Stack is hoisted into place. Sec- 
tions are cemented together and secured with joint bands. 


Prefabricated refractory stack 
for industrial incinerators is 
durable and economical 


Problem: Need for a low-cost, 
permanent stack for use with 
industrial incinerators. Solution: 
Specify prefabricated refractory 
Van-Packer Stack. The Van- 
Packer is economical, has ma- 
sonry permanence, and its Hi- 
Temp Sections withstand tem- 
peratures up to 2000° F. 

Centrifugally-cast of non-cor- 
roding refractory material, the 
Van-Packer Stack lasts substan- 
tially longer than steel, yet costs 
no more. It costs 2/3rds less than 
brick and !4 less than tile-lined 
concrete block. Stack sections 
are encased in aluminum to 
eliminate maintenance. 


Because the insulated sections 
prevent excessive heat loss thru 
stack walls, the Van-Packer pro- 
vides higher draft than a steel 
stack and about the same draft as 
a brick stack. Besides Hi-Temp 
Sections for incinerators, Van- 
Packer offers Standard Sections 
for furnaces and boilers. 7 
diameters from 10" I.D. to 30" 
LD. are available. 


Available nationwide through 
Van-Packer heating and building 
material jobbers and manufactur- 
ers representatives. See “Chim- 
neys — Prefabricated" in Yellow 
Pages, or write Van-Packer. 


Send for 80-page data file with guying, 
installation method, test reports 


Van-Packer "urnam Stack 


Van-Packer Company * Division of The Flintkote Company 
P. О. Box No. 306 * Bettendorf, lowa * Phone 5-2621 


New ZONATILE roof, Our Lady of 
Lourdes Roman Catholic Church, 
Burgettstown, Pennsylvania, 
Architect: Emest Clark. 


ZONATILE 


the all-in-one roof slab 
*15 THERE FOR GOOD! 


Wherever a permanent, fire- 
safe insulating deck is 
called for, ZONATILE pro- 
vides superior performance 
—and cuts construction 
costs substantially. 


ZONATILE short-span roof 
slab installs over subpurlins 
or standard shapes. It com- 
bines structural strength 
with 100% fire safety, can 
repay its cost over years of 
sharply decreased insur- 
ance premiums. 

ZONATILE saws like wood. Lightweight, it cuts dead weight, 
and one unskilled man easily handles a slab. With zoNATILE 

the whole job is done faster, in any weather. The underside 

of ZONATILE makes an attractive ceiling in itself or it may be 
decorated in any way. ZONATILE installs quickly, at very 
low cost—a permanent investment. Experienced licensed 
applicators are in all areas. 


Installing ZONATILE roof. 
One man easily handles a slab. 
Saws like wood, lightweight. 


Send for 
FREE BOOKLET G-50 


giving full design data ond physical 


i properties of ZONATILE. течи 
1 ZONOLITE COMPANY, Depl.PA-57,135 S. LaSalle St., Chicago 3, Ill. | 
| Please send me ZONATILE booklet G-50. | 
| Name. | 
| Firm | 
| Address | 
| сау. Zone... State, 1 
L D Architect D Builder Other. ! 

ud 
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PS. 


submitting your work 


How should I submit some of my 
work to P/A for possible publication? 
This question is often asked us, with 
added queries about timing, photography, 
and so on, and it might be well to answer 
on this page again. Several years ago 1 
wrote a P.S, on the subject, but I realize 
that many new firms deserving to be 
recognized have since come into existence, 
First, P/A's Editors are always anxious 
to see work which is sent to us directly 
by the designer. As in the case of any 
unsolicited submissions (manuscripts to 
publishers, entries in competitions, or 
whatever) it should be remembered that 
many other buildings and possible stories 
are being weighed at the same time. De- 
sign excellence, according to the Editors’ 
best judgment, is the first criterion, of 
course, but there are many other editorial, 
journalistic, and budgetary considerations 
to be met after that. These are our prob- 
lems, not yours, except as they may affect 
the acceptance or rejection of a project. 
We think that our system of consider- 
ation of submissions is as fair as it can 
be made. No single Editor can make a 
commitment for the magazine. Each 
Editor, however. is constantly on the look- 
out for potential material, Possible future 
stories come to us from various sources; 
the two most important are the Editors’ 
nominations, from work seen on trips and 
visits, and material sent to us by archi- 
tects. Other sources are “speculative” 
submissions from photographers, stories 
from public relations agencies, promotions 
from manufacturers whose products have 
been well used, tips from friends in the 
profession. Each week we have a group 
editorial meeting at which all of us who 
are not away from the office carefully 
examine and consider all newly submitted 
material, from whatever source. I have 
often wished that some of these meetings 
could be recorded, because they can de- 
velop into most interesting discussions, 
debates, defenses. and rebuttals. If you 
have sent us something during the week, 
it will be taken up at that meeting, 
Now, for that first submission: in what 
form should your work be seen by the 
Editors? If it is a project, not yet 
built, send prints of preliminary drawings, 
photographs of any model that may exist 
or a print of a rendering, plus a brief 
statement of program, solution, and out- 
standing aspects of the design (planning, 
siting, structure, materials, related arts, 
landscaping. details, use of color, etc.) 
If it is a finished building, not profes- 
sionally photographed, then instead of 
the preliminary graphic material, send 
us snapshots—black-and-white or koda- 
chromes—sufficient in number so that the 


276 Progressive Architecture 


total design and the environment can be 
evaluated, plans, pertinent sections and 
details and, again, a brief statement of 
aims and accomplishments. For these 
initial submissions, please do not prepare 
special drawings, pochés, ete. Selected 
prints from the working drawings are 
entirely adequate; in fact we prefer them. 
You will receive from us a prompt re- 
sponse of Yes, No, or Maybe. If it is a 
negative answer, the only remaining prob- 
lem is ours—how to retain your friend- 
ship. 

The Maybe reply will probably say, in 
effect, that we like your job but for some 
reason can't say definitely that we can 
promise to publish it (possibly too many 
other commitments in that field or type; 
perhaps a hesitation about the final re- 
sult of a fine-looking project which may 
still be subject to compromise). In that 
case we suggest that if you want to sub- 
mit it elsewhere well be sorry, but 
you're free to do so, of course, And in 
that case we will keep in touch with you 
and will ask you to keep us informed of 
progress. 

If the answer is a definite Yes, then 
the next steps will depend on the status 
of your job. We on P/A have a strong 
feeling that architecture should not be 
photographed too soon; planting, if any, 
should have a chance to grow, and the 
building should be in use (much as this 
sometimes complicates the photographer's 
assignment). We also schedule far ahead, 
as our past contributors know, unless 
unusual circumstances cause quick (and 
therefore, usually, less complete) presen- 
tation. This is partly for our own peace 
of mind, and equally to allow full, sober 
preparation of the story. 

Another question often asked has to do 
with photography, Who pays for what? 
We make our own financial arrangements 
with professional photographers, for the 
right to use once the pictures we select 
for publication. Those arrangements are 
standard, although they may vary de- 
pending on the type of assignment or 
purchase. This “contract” of ours with 
the photographer, however, has nothing 
to do with his other business relation- 
ships: additional photography for archi- 
tect, owner, or manufacturer; sale of 
prints to any of those or other interested 
persons; subsequent publication of the 
same job in magazines or newspapers in 
other fields. 

P/A has no staff photographers as such. 
If any one tells you that he is *represent- 
ing" the magazine, unless you and we 
have arranged together for photography, 
that is not the case. If a photographer 
asks your permission to photograph a job 


on speculation, to be submitted to P/A, 
that is another matter, It will be con- 
sidered at our weekly meeting in the 
same way as any other submission; if it 
is accepted, he will be paid for photo- 
graphs used at our regular rates, Again, 
any arrangements you may want to make 
with him for pictures for your own use 
are your business and his, 

There is one other sticky little matter 
which I might as well touch on: “ex- 
clusives." While there is more than 
enough material available today (proj- 
ects, finished work, articles, reports) to 
fill all the pages of the magazines in the 
field, there inevitably develop outstand- 
ingly good, absorbingly interesting proj- 
ects that we all would like to publish. 
When I first came to P/A there was a 
sort of gentlemen's agreement among the 
editors that the one who got there first 
and secured a "commitment" from the 
architect would have his rights respected 
by the others. Then one of our competi- 
tors began going over the heads of the 
architects to the owners for commitments, 
and confused the picture; more recently 
another magazine has followed a policy of 
publishing regardless of—or contrary to 
—commitments elsewhere. And I know 
that a brother editor is now proposing in 
many cases simultaneous publication of 
work committed to others. I am told this 
is good journalism, but I regret it, 1 
think it is unfair to the reader, in a field 
where we know there is a certain overlap 
of circulation, to show him the same work 
twice, when there is other work that needs 
to be shown, And I know that this rush- 
ing for “scoops” results in too quick, too 
superficial presentation. So in the case 
of work we want to publish, we still ask 
for protected first-publication rights in 
our field. 

Which leads to the final point, often 
mentioned in our pages; we encourage, 
and try to assist in publication of the 
same work we are presenting in media in 
other fields—before, at the same time as, 
or after our own story. This, we think, 
is publication education regarding archi- 
tecture and public relations for archi- 
tects, and we want to encourage it, Our 
only selfishness is a desire to avoid dupli- 
cation in the architects’ own professional 
journals. 

I hope that I've covered the subject 
sufficiently. Now I have a couple of very 
difficult rejection letters to write which 
make me very sad; and several letters 
of acceptance which make me very happy. 
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